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The Eeleetic Educational Series. 


ANNOUNCEMENTS. 


te Single Sample Copies for examination with a view to first introduc- 
tion, sent post paid on receipt of the Introduction price. 


Cregory’s Political Economy. 

A New Political Economy, by Joun M. Gregory, LL.D., Ex-President Illinois Industrial 
University. The work contains some features of striking originality: 1. The new and clear 
division of the science; 2. The illustration of its elementary facts and ideas, by diagrams; 3. 
Tabular synoptic views exhibiting the topics in their preper places and relations; 4. Full discus- 
sion of the most important and practical parts of the science. 12mo, cloth, 504 pages. 

OL LER Math sichis CLES + 0.0 0<c. xs snack tpee sgbegep beans caccesescccesssesecsess $1.20 


Kidd’s New Elocution. (Ready March 15.) 
A Revised Edition of Kidd’s Elocution and Vocal Culture. Enlarged and greatly improved 
in the selection of matter. 12mo, half red roan, cloth sides, 504 pp. Intreduction price, $1.00. 


Introduction and 
Sample Copy Price. 











Ray’s Test Problems in Algebra. ...........cseeseescceeeeeesceeeeeeeeeens $ .50 
Language Exercises, Part I,...........cccctesccecscecccnstencvceccsess 15 
Language Exercises, Part Il, ...........sscecoccecccccccenceeeceececces -20 
Language Exercise, Teachers’ Edition ..........000.eeeeeseeeeeeeeeece -50 
Doerner’s Treasury of Knowledge, Part I, .............ssseeeceeeseees 50 
Doerner’s Treasury of Knowledge, Part Il,...............ceeseeeeeees .65 
Holbrook’s First Latin Lessons, .............ccceecesseeceseececceesees 50 
Smith’s Studies in English Literature,................ssseeeceeeeeeeess 1,20 
Bohuyler’s Psychology, ........ccceccccsscrcccccsccscevscccssesecseseess 1.40 
Eclectic Question Book or New Examiner ,.............+eeeseseseesses 50 


McCuffey’s Revised Readers, Speller and Charts. 

Ray’s New Arithmetics and Algebras. 

Harvey’s Revised Crammars. 

Eclectic Ceographies. 

Eclectic en of Penmanship. 

Eclectic History United States. 

Thalheimer’s Historical Series. 

sa@r-Eclectic Wall Maps and Map Case, with Patent Roller. 
for Descriptive List.-@wa 


VAN ANTWERP, BRAGG & Co., Publishers, Cincinnati and New York. 


WASHINGTON UNIVERSITY 


Of St. Louis. 
COMPRISE THE FOLLOWING DEPARTMENTS: 


I. SMITH ACADEMY: DENHAM ARNOLD, Principat. A Preparatory School, for Col 
lege. Polytechnic Sehool and Business. Enrolment, 374 pupils. 

it. MANUAL "TKAINING SCHOOL: C. M. Woo ARD, Drrector. This is a School 
for Boys not less than Fourteen Years Old. The Course of Instruction runs through Three Years. 
Branches Taught are Mathematics, History, Physics, English Lan and Literature, Draw- 
ing and the Use of Tools; the last named includes agg rn Pattern- ng, Blacksmithing, 
Machine-Work, and the management of the Engine. Enrolment, 102 pupils. 

Ill. MARY INSTITUTE: C. S. PENNELL, Principat. A Completely Equipped School for 


Girls and yonng Ladies. Enrolment, 420 pupils. 
LLEGE: M. 8. SNOW, Dean. DEG .—I. Bachelor of Arts. II. Bach- 
REES.—I Civil En- 


Iv. REES. 
elor of saber . ILL. Master of Arts. IV. Doctor of Philosophy. 
Vv. POL CHNIC SCHOOL: C. M. EG. 
i. . Itt. Chemist. IV. Engineer of Mines. V. Architect. VI 


WOODWARD, Dean. VD 
‘of Science. VII to: baby - 
VI. ST. LOUIS SCHOOL OF FIN. : HALSEY C. IVES, Dreecror. 
Vil. 8ST. LOUIS LAW SCHOOL: W..G. HAMMOND, LL.D., Dean. 


ths Uallergrsdests Departments, comprising the College and Polytechnic School, all fa- 
the education, Library, Apparatus Labérasenies Assa: ne Gymnasi 
s re entergundettes hav. : 
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to the officers above. 
spply Ww. G. MLIOT. Caan 


|Wood’s Botanical Apparatus, { rica uta. 








“Consider the Lilies, How they Grow.” 


STANDARD TEXT-BOOKS on BOTANY. 


THE AMERICAN | i 


Botanist & Florist 


INCLUDING A COMPLETE DESCRIPTIVE FLORA. 


By ALpHonso Woop, Pu.D. 
Price, post-paid, $2.00. 











Wood’s Object Lessons in Botany, - $1.25 


For Primary classes, ages 10 to 14, arranged upon the plan of object teaching. 


Wood’s Class-book of Botany, - - 3.00 


The grand cyclopedia of the science, descriptive and analytical. 
Wood’s Plant Record, {*Speimns’} -° - .60 - 
Complete \ 8 00 
1.00 
- 1.00 : 
1.25 a 


A. S. BARNES § C0-., Publishers, 
111 and 113 Wlliam Street, N. Y.; and 34 and 36 Madison Street, Chicago 


Flora of New Jersey [Willis], - - 
Young’s Southern Botany, - - - 
Steele’s 14 Weeks Course in Botany, 








PREPARATION FOR 


Harvard, Oxford Cambridge Universities = 








AND FOR 
WELLESLEY AND OTHER LADIES’ COLLEGES. ; 
0 
BY E. R. HUMPHREYS, LL. D. 
—_— ~—— 


There are vacancies at present for one resident and one visiting pupil of either 
sex. One of the present pupilsis being prepared to enter as Sophomore in July. 


DR. HUMPHREYS invites attention to the following facts: 


1. He has successfully prepared for Harvard University, in 15 years of his personal teaching, 
128 candidates. of whom three graduated at the Jast Commencement, 1882; and he has got in wel. 
itably several who had been rejected in the last five years. 
2. In each of the present four classes at Harvard are students in good standing who were pre- 
pared by him. 
3. During the same period he has prepared for Entrance, Moderations, or Final Examination, 
at Oxford, Cambridge, 17 students. 
_4. He has also sent nearly the same number in all to Boston University, Yale, Amhtrat, Wil- 
liams, and Wellesley Colleges, and to Girton College (for women) England. 
Dr. Humphreys reads with Teachers and University Students during nine weeks of each va- 
cation. For prospectus address E. BR. HUMPHREYS, 
Freenvany 23, 1883 (129? West, Chester_Park, Boston. 
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Chemicals & Chemical Apparatus. 





For Schools and Colleges. 
BULLOCK & CRENSHAW, 
$28 Arch Street, PHILADELPHIA. 


DESCRIPTIVE PRICED CATALOGUE fur- 
nished on application 1549 


AYER’S PILLS. 


A large proportion of the diseases which cause 
human suffering result from derangement of the 
stomach, bowels, and liver. AYER’S CATHARTIC 
PILus act directly upon these organs, and are 
especially designed to cure the diseases caused 
by their derangement, including Constipation, 
Indigestion, Dyspepsia, Headache, Dysen- 
tery, and a host of other ailments, for all of 
which they are a safe, sure, prompt, and pleasant 
remedy. The extensive use of these PILLS by 
eminent physicians in regular practice, shows 
unmistakably the estimation in which they are 
held by the medical profession. 

These PILLs are compounded of vegetable sub- 
stances only, and are absolutely free from calomel 
or any other injurious ingredient. 

A Sufferer from Headache writes : 

“* AYER’S PILLS are invaluable to me, and are 
my constant companion. I have been a severe 
sufferer from Headache, and your PILLS are the 
only thing I could look to for relief. One dose 
will quickly move my bowels and free my head 
from pain. They are the most effective and the 
easiest physic I have everfound. Itisa pleasure 
to me to speak in their praise, and I always do so 
when occasion offers. 

. L. PAGE, of W. L. Page & Bro.” 

Franklin St., Richmond, Va., June 3, 1882. 

“T have used AYER’S PILLS in numberless in- 
stances as recommended by you, and have never 
known them to fail to accomplish the desired re- 
sult. We constantly keep them on hand at our 
home, and prize them as a =a safe, and 
reliable family medicine. FOR DYSPEPSIA 
a! are invaluable. J.T. HAYES.” 

exia, Texas, June 17, 1882. 

The Rev. FRANcIs B. HARLOWE, writing from 
Atlanta, Ga., says: “‘ For some years past I have 
been subject to constipation, from which, in 
spite of the use of medicines of various kinds, 
I suffered increasing inconvenience, until some 
months ago I began taking AYER'sS PILLS. They 
have entirely corrected the costive habit, and 
have vastly improved my general health.” 

AYER’s CATHARTIC PILLS correct irregulari- 
ties of the bowels, stimulate the appetite and 
ligestion, and by their prompt and thorough 
action give tone and vigor to the whole physical 
economy. 





PREPARED BY 


Dr. J. C. Ayer & Co., Lowell, Mass. 


‘ Sold by all Druggists. 


YOUNG, 





All experience the wonderful benefi- 
cial effects of 


OLD, AND ; 
wiopie- | Ayer’s Sarsaparilla. 
AGED, | ..Children with Sore Eyes, Sore Ears, 

* ‘or any scrofulous or syphilitic taint, 


may be made healthy and strong by its use. 
Sold by all Druggists ; $1, six bottles for $5. 





Rohrer’s Bookkeeping. 


The most complete system extant, and at pri- 


ces below any other series. 
N. B. Special terms made for introduction. 
PRICES. 

oo, SE en 5 
Lectures ........ Oe secodecdeseoscoadibedbcscoses 1 00 
Common School Edition.......... eececoowed $1 50 
Counting House Edition..............+..20.. 30 
Rr er en eee oeneséhin 200 


Asample copy of either book for examina- 
tion, will besent by mail on receipt of half price 
—or the five books for $3 50. 


The five books sent to teachers for examina- 
tion for $3 50, butonly in reply to requests ac- 
companied by the money. 

GILBERT BOOK CO _, Publishers. 
205 N. Fourth Street, 8t. Louis, Me. 


One of the teachers in Iowa, send- 
ing in a list of a dozen subscribers, 
says: ‘The circulation of the Amer- 
ican Journal of Education among 
the patrons of our schools here has 
revolutionized public sentiment on 
the question of public schools. We 
have put the Journal into the hands 
of our leading citizens and they have 
read it carefally. The result is that 


"| our school terms have been increased 


from three to nine months, and the 
vote on the tax for this purpose, was 
nearly unanimous in its favor.” 

Asoot ten thousand miles of rail- 
road under one management ! 

The “Gould Southwestern System” 
from Detroit and Toledo east, to La- 
redo and El Paso west, and from 
Omaha north to Galveston south ! 

H. C. Townsend, General Passen- 
ger Agent, and F. Chandler, General 
Ticket Agent. 

Liver, Kidney and Bright's Disease. 

A medicine that destroys the germ or cause 
of Bright’s disease, diabetes, kidney and 
liver complaints, and has power to root them 
out of the system, is above all price. Sucha 
medicine is Hop Bitters, and positive proof 
of this can be found by one trial, or by ask- 


ing your neighbors, who have been cured 
by it. 








Let our teachers everywhere circu- 
late the printed page. Lay the facts 
you find stated so clearly by the able 
contributors to this journal, before 
the tax-payers and parents. 


Tue editors of the local papers ap- 
preciate the permanent and effective 
work the schools are doing to create 
for them an intelligent and permanent 
constituency. 








Dr. A. D, Mayo says the evening 
of the Institute or Convention should 
be utilized for the waking up of the 
whole people,—not less important now 
than the training of teachers. An 
introductory lecture of moderate 
length, followed by a series of talks 
from prominent speakers of different 
professions, will make an impression 
that no political meeting can hope to 
rival. 








By all means hold on to the com- 
petent teachers. Those you have tried, 
and who have proved that they can 
do good work. Do not let some 
other school get them away by pay- 
ing more wages. 





Goop teachers are in demand— 
more than ever before. They com- 
mand good wages, and deserve all 
they get. 





A bottle of SAMARITAN NERVINE enables 
one to defy asthma, nervousness and general 
debility. 

“My wife had fits for 35 years,” says H. 
Clark of Fairfield, Mich. “Samaritan Ner- 





vine cured her.’”’ Your druggist keeps it. 
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Educational 
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Universal Catalogue. 


VOLUME 


Eprrep sy C. H. 


Contains the American College Directory. 


The fifth annual volume of the work is the best HAND-BOOK ever publis 
for SCHOOL PATRONS who wish to select a school for their children; 
for TzacHERs and others who wish to obtain convenient information in regard 
education in any part of the world. Everything is most carefully cLassiFrixp 


INDEXED, 80 as-to be easy for reference. 


The first publication offering to the public the educ 
tional results of the Tenth Census. 
CONTIN TS. 
Gives LocaTIONs AND DESCRIPTIONS FOR THE ENTIRE U. S. oF Al 


1. COLLEGES. 

2, FEMALE SEMINARIES. 
3. ACADEMIES. 

4, NORMAL SCHOOLS. 

5. BUSINESS COLLEGES. 

6. SCHOOLS OF SCIENCE. 


IT ALSO CONTAINS COMPLETE LISTS OF: 


12, EDUCATIONAL PERIODICALS. 

13. STATE AND TERRITORIAL SU- 
PERINTENDENTS. 

14, CITY SUPERINTENDENTS. 

15. COUNTY SUPERINTENDENTS. 

16. A SYNOPSIS OF THE SCHOOL 
SYSTEMS OF ALL THE STATES 
AND TERRITORIES. 

17. A SKETCH OF EDUCATION IN 
FOREIGN COUNTRIES. 

18. FULL PROCEEDINGS, OFFICERS, 
CONSTITUTION AND ORATIONS 
OF THE NORTHWESTERN INTER- 
STATE COLLEGIATE ASSOCIAT’N 


Handsomely Bound in Cloth. Sent prepaid for $1 ,00. 
Address C.H. EVANS & CO., St. Louis, Mo 


Year-Book 





5, 1883. 
EVANS, A. M. 
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7. THEOLOGICAL SCHOOLS. 

8. LAW SCHOOLS. 

9. MEDICAL SCHOOLS. 

10. DENTAL SCHOOLS. 

11. SCHOOLS OF PHARMACY. 
x9" More than 3,500 Institutions described. 








Miscel 
State 

State ' 
What 
The U 
The 8 
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19. PROCEEDINGS, OFFICERS, AX 
CONSTITUTION OF THE NATIO 
AL EDUCATIONAL ASSOCIATION 

20. PROCEEDINGS AND OFFICER 
OF 'THE AMERICAN ASSOCIATIO 
FOR THE ADVANCEMENT OF Stl 
ENCE. Schoc 

21. SKETCH of UNIVERSITY of BONE Pract 

22. COMPARATIVE EDUCATION Mine 
STATISTICS FOR THE WORLD. & Texa 

23. PORTRAITS AND BIOGRAPHII Mul 
OF EMINENT EDUCATORS. Imp¢ 


24. COMPENDIUM OF THE TEN 
CENSUS, &., &e. 
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BOoOOoOES 


Which Teachers Must Have. 


Charades and Pantomimes—for School 
and Home Entertainment; with additions by 
Oliver Optic. 1 vol. 16mo, boards—price, 50c. 

Pepular Amusements — For School and 
Home, with additions by Oliver Optic. 1 vol. 
lémo, boards—price, 50c 

Gilmore’s Intermediate Speaker—Ed- 
ited by Prot. J. H. Gilmore, University of 
Rochester. Keautifully printed and handsome- 
ly bound. lvol. 12mo—price, 75c. 

Gilmore’s Primary School Speaker— 
This collection, aciapted to the youngest schol- 
ars, a ed with great care by Prof. 
Gilmore. Beautifully printed and handsomely 
bound with an illuminated cover. 1 vol. 1é6mo 
—price, 

Children’s Hour—By Mrs. M. B. C. Slade. 
Contains dialogues, speeches, motion-songs, 
tableaux, charades, blackboard exercises, fae 
venile comedies, etc , tor Primary Schools, 
Kindergartens and Juvenile Entertainments 
lvol. 16mo, 8—price, 50c. 

Exhibition Days—By Mrs. M. B. C. Slade, 
author of Children’s Hour. oon wy | dia- 
logues, speeches, tableaux, charades, black- 
board exercises, etc., adapted to scholars in 
the common, grammar and high schools. 1 
vol. i6mo, boards—price, 50c. 

National Kindergarten Songs & Plays 
—Written and collected by Mrs. Louise Pol- 
lock. Principal of National Kindergarten Nor- 
mal Institute. Washington, D.C. 1 vol. 1é6mo, 
boards—price, 50c. 

How te Paintin Water-colors, With 12 
designs of wild-flowers on water-color paper 
in envelopes. Manual and Cards, 40c. 

—o— 


Any of the above sent by mail tage 
a 9 on receipt of price. . sstig 


HENRY A. YOUNG & CO., 
25 Arch Street, Boston. 


Agents for Dennison’s Plays; K *s Ednu- 
cational Publications. <A fall jim ot eachere? 








Stationery always on hand. 
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A New Male Voice Choir Book. 4 
By JAMES McGRANAHAN. / 
A collection of new Sacred Music, easily # = 
and kept well withid the compass of m J 
voices. HO 
Every Piece Practically Tested by PR 
Author. P 
We can confidently recommend the Gop! — 
Male Choir No. 2, as the best book of its k Te 
ever published. sin 
—o— 
werSecure a copy and organize a Male Choir 
Price, 50 cents per copy, by mail, postpsidj 
$5.00 per dozen, by express, charges not P' bl 
paid Specimen pages free. a 
PUBLISHED Br re 
JOHN CHURCH &CO., 
© West Fourth 8t., N.¥.Ofice, B & 
Cincinnati, O. 5 Union Block. a 
Ix Press.—A pew Sunday-school Singité 
Book, by Dr. Geo. F. Root and C. C. Case 
36 Teachers Waltel,seice zea * 
Bureau, St. Louis. 8 
T 
Tals PAPER Fite : 
contracts may be made for it in 0 f 
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Printed fer the Editors,by G. S. Bouron,and 
“Entered at the postofiice at St. Louis, Mo. ee 
and admitted for — through the mails 


at second-class rates 


J. H. Bartss, Pele a Advertising 
R=4 41 Park Row ding), New 
York, is authorized te Sauna for advertise- 

ments in all the editions of the AMERICAN JoUR- 
uae oF EDUCATION at our best rates. 
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The crops promise an abundant 
harvest in all sections, and if they 
should fail in any particular locality, 
the railroads will transport for a tri- 
‘fle supplies to meet all emergencies. 
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10}read this. 


Tue constitution of the Missouri 
State Teachers’ Association provides 
that “the Executive Committee shall 
have the general supervision and man- 
agement of the Association when not 
in session, with authority to devise 
and carry into effect such measures 
as will best advance its interests.” 

We call upon all to aid Prof. Par- 
sons, and request those to accept a 
place on the programme who are de- 
termined to be present and perform 
the duty assigned. 

By order of the Executive Com- 
AntHony Haynes, 
Sec. Mo. State Teachers’ Assn. 








Tue facts, arguments and statis- 
tics which we publish every month in 
this journal, will, if our teachers read 
and circulate them, bring back ten- 
fold to them the cost of the paper for 
a year. The people need to be in- 
formed on these points so vital and 
essential to the growth and prosper- 
ity of the State. 

If our teachers take hold and do 
their share of this important work 
by circulating these facts among the 
patrons and tax-payers, it will work 
a revolution in public sentiment on 
the question of education. 








STATE ASSOCIATION. 


Teachers of Wiewt: 
Y OUR hard year’s work is nearly 
done. Most of you will have 


closed your schools by the time you 
Your trials, vexations, 
disappointments of the year are now 
past, and you may stop a moment to 
rest, and think. 

In a few weeks occurs our annual 
meeting at Sweet Springs, in Saline 
county. You need relaxation, rest, 
change. We are going to have a 
grand good meeting; the officers of 
the Association are exerting them- 
selves nobly to prepare a rich treat 
for us, and some of the best names 
that can be obtained are already 
promised to do good service for our 





educational interests. 





Eloquent addresses, melodious mu- 
sic, thoughtfully written papers and 
essays, as well as a condiment of the 
humorous are prepared, and we ought 
to have the largest, most enthusiastic 
and best meeting ever held in Mis- 
souri. 

The solitary teacher in some lonely 
rural district, surrounded by the pro- 
toplasm of humanity, his labors un- 
appreciated, his motives misunder- 
stood, services half-paid sometimes, 
loses enthusiasm and imagines that 
the sky is one vast concave black- 
board, upon which he is doomed to 
work out the unsolved problem of 
life. 

You need the pleasant intercourse 
of such a professional gathering to 
make the sky brighter with stars of 
hope, and glow with a new enthusi- 
asm. Come! 

Association is the motive power of 
progress in civilization, art, science. 
Printers, carpenters, machinists, la- 
borers, farmers, all have their socie- 
ties for defense, offence and co-opera- 
tion. Doctors, lawyers, ministers, 
masons, odd fellows, have societies 
for charitable or protective purposes. 

If we would exert influence, if we 
would grow, expand, rise, we must 
join in making our Association a har- 
monious mass of workers. 

So get ready. Prepare to stay the 
whole session, June 26, 27 and 28. 
Come with a brave heart, determined 
to do good and to get good. 

The hotels are to reduce rates to 
$1.50 per day, and the railroads as 
low as possible—and the occasion 
you will long remember as a feast of 
reason and a flow of good things. 

Respectfully, F.W. Parsons, 

Pres’t Mo Teachers’ Association. 


— 








Lesanon, Mo., voted a nine months 
school term and a sufficient tax topay 
for it. A regular course of study 
will be adopted, and a high school 
department be connected with the 
school. 

Lebanon is determined to have the 


best city schools in Southwest Mis 
souri; and with its fine school build- 
ing costing $30,000, and the rapid 
growth of the city, it will soon stand 
first in an educational point of view. 
Success to it. 








OccASIONALLY, those who are enti- 
tled to a copy of the American Jour- 
nal of Education, fail to receive it. 

In so large a list as we mail, errors 
sometimes occur, in spite of the most 
careful management. 

If those who fail to receive a copy 
promptly will kindly notify us by 
postal card, we shall be glad to cor- 
rect errors, and to duplicate the num- 
bers you have not received. 

We want every person entitled to 
the Journat to get it regularly and 
promptly, and if our friends who fail 
to receive it thus will let us know, 
we shall feel under obligations to 
them. It shall be sent! 








Pror. J. H. Bryant of Hot Springs 
Ark., begs leave to correct the report 
in the American Journal of Educa- 
tion that he has left the city. He 
says: ‘*My school has never done 
better, nor have my labors ever been 
better appreciated than at present.” 

All of which we are glad to hear. 
If is a great damage to a school to 
make a change of teachers when the 
teachers are doing good work, as we 
are sure Prof. a ee would do. 





D. B. Dupizr i is the School Com- 
missioner elect for Pulaski county. 
He taught the first school opened in 
the town of Richland, thirteen years 
ag, and is at present one of the fac- 
ulty of the Richland Institute, the 
same institution then opened Mr. 
Dadley is already arranging for the 
annual meeting of the Pulaski County 
Teachers’ Association, to be held in 
July in Richland. The services of 
able instructors have already been se- 
cured. 








SEnp ten cents if you want to see 





sample copies of this journal. 





AMERICAN JOURNAL OF EDUCATION. 


me ~ 








STATE TEACHERS’ ASSOCIAT’N. 


R. F. W. PARSONS has been 
-_ appointed President of the Mis- 
souri State Teachers’ Association. 

The meeting will be held at Sweet 
Springs June 26, 27, and 28. 

Mr. Parsons says : 

“From the tone and temper of our 
last year’s meeting at Sweet Springs, 
I am confident we can this year have 
the best meeting in June next, we 
have ever enjoyed. 

A programme will be prepared, and 
sent out as soon as ready; and I re- 
spectfully suggest that each member 
of the Association make arrange- 
ments to bring others with them to 
participate in our exercises. 

Let us have a rousing, progressive 
movement all along the line.” 


<i 
—_— 


WHAT IT MUST DO. 

DUCATION, says Dr. Wm. T. 
Harris, must elaborate its appli- 
ances so as to take firm hold of the 
pupil. Object lessons to strengthen 
the attention of the new beginner, 
conversations and stories, pictures 
and games—all these have their place 
in any complete system of pedagogy. 
The mistake lies in their too great 
expansion, a danger very imminent 
in our own rapid intellectual growth. 

The nervous American chilJ com- 
mences this kind of education so 
early that he is beyond the period 
of the exclusive appliances of such 
things before his sixth year, and when 
he enters the school room is ready for 
the serious labor of mastering a text- 
book. The records of our schools 
show that the majority of children 
brought up in families where reading 
is much carried on, can scarcely wait 
for the school age, but take the mat- 
ter into their own hands, and learn to 
read by themselves and what assist- 
ance they extort from the elder mem- 
bers of the family. 

Milk for babes is a useful and nec- 
essary article of diet, but when the 
teeth grow, solid food is essential for 
healthy development. 

ORAL VS. TEXT BOOK INSTRUCTION. 


A system of education that pro- 
fesses to begin with oral instruction, 
and to continue it as the best system, 
ignores this vital point. 

It is a mistake to say that the pres- 
ent great educational systems of Eu- 
rope follow this plan. Its defects are 
nowhere so clearly seen as by educa- 
tors in Prussia, where such men as 
Diesterweg and Karl Von Raumer 
have placed all its phases in the clear- 
est light. 

In nocountry in the world is the 
printed book more highly valued than 
in Prussia. Germany originated the 
art. of printing, and it is she that 
makes the greatest books in science 





and art, and condenses all the erudi- 
tion of the world upon any single 
point. Erudition cannot be gained 
by oral instruction. 

All the information that could be 
given orally by the best of teachers, 
in a course of ten years, would not 
suffice to exhaust a single topic, and 
it would be a very poor substitute for 
the power a pupil would obtain by 
mastering one single text book for 
himself. 

But it will be readily granted that 
text book education begins earlier 
and forms a more important feature 
in this country than elsewhere. 

The justification for this I find in 
the development of ournational idea. 
It is founded on no new principle, but 
fundamentally it is the same as that 
agreed upon all the world over. 


<i 
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THE USE OF STATISTICS. 





BY ANNA C. BRACKETT. 


N a lecture delivered at Johns Hop- 
kins University on February 20, 
Prof. G. Stanley Hall furnished a 
quantity of statistics which had been 
obtained by questioning children of 
five and six years. 

I quote from the report of the lec- 
ture: “A list of words, names of 
common objects, was selected from 
the elementary text books in use in 
the schools of Massachusetts, and by 
a series of carefully prepared ques- 
tions, an attempt was made to ascer- 
tain what concepts children of five 
or six years had formed of these fa- 
miliar objects.” 


With regard to the plan, we notice 
first that it is said “an attempt was 
made.” But in the record of the re- 
sults which followed we notice that 
they are given with no hesitation, as 
showing exactly the real knowledge 
of the children on these points. In- 
stead of stating positively, as Mr. 
Hall does afterwards, that 71 per 
cent. of girls “are ignorant of any 
concept of the sunrise” for instance, 
he might have said with more truth 
that 71 per cent. of said girls did 
not express their concept of the sun- 
rise so that the “four skillful and 
tactful teachers employed by the 
hour” could gain a clear concept of 
what they meant. — 

In the first place, the “human heart 
is deceitful above all things,” and it 
is very difficult except in the line of 
pure mathematics, to get at its real 
meaning. In the hands of a “skill- 
ful and tactful” adult, children, and 
especially American children, may 
be led to say or not to say almost 
anything. 

The book which was so much read 
and laughed at some years ago, 
“Helen’s Babies,” is an illustration 





of how the wording of a question or 





the slightest variation in inflection is 
sufficient in the imaginative mind of 
a child, to produce almost any kind 


of statement. 


And secondly, either the children 
answered the questions put to them 
by “tyes” and “no,” or they express- 
ed themselves in their own words. 
If the former, the most ‘skillful and 
tactful teachers” know that a child 
will answer one of these monosylla- 
bles quite as readily as the other, to 


arrive at the end of a set of ques- 
tions. 


And again, these children were not 


accustomed to these especial teach- 


ers, for we are expressly told that 


these four teachers ‘‘went from room 
to room, took aside the children se- 
lected for the experiment and put the 
questions to them individually.”’ 

These little ones were thus ques- 
tioned by strangers, although “skill- 
ful and tactful” strangers, and the 
examination must on that account, 
and on account of their being ques- 
tioned individually, have had some- 
what of a formal air. 


But if the children answered in 
their own words, I submit that a 
child of that age has always more 
concepts than he has words for; or 
to put it differently, his language is 
no measure of his concepts. 

It therefore seems to many of us 
that the long columns of figures that 
Mr. Hall adduces are of almost no 
value as showing the real knowledge 
of the children, and that the ‘‘several 
months employed in the investiga 
tion” might have been used with more 
profit in teaching the children. 


And then again we ask, to what do 
all these investigations lead us, in a 
practical point of view? 

All of us know already that “a 
gross ignorance of practical things 
may exist side by side with a very 
thorough book knowledge.” 


But if this be most freely granted, 


we then ask two questions : 


1. What are we going to do about 


it? and 
2. What of it? 


I know that I may be stating a 
very startling proposition, but it does 
seem to me that a concept of a po- 
liceman or of a fruit stand, or of a 
fire engine, are of just as much value 
to a child as a concept of a squirrel, 
or of a pig, or of an apple growing 


on a tree. 


If the children live in a city, how 
can they be expected to have concepts 
of these objects; or how can the 
country children be expected to have 


concepts of the others? 


And what difference does it make 
whether a child has a concept of a 
stomach or not? If they had nocon- 
cept of the moon it would simply 
show that their mothers were sensi- 


ble womer, and sent them to bed 
when they ought to go; and I, for 
Tone, am very glad that 93 per cent. 
of the Boston mothers are so sensi- 
ble. That 94 per cent. of the moth- 
ers also are so careful of the food of 
the children that the latter do not 
know what a stomach is, is also a 
cheering fact. I observe, too, that 
89 per cent. of these children have 
had no sore throats. And if 92 per 
cent. have no concept of growing 
wheat, why then they have a great 
pleasure ahead of them, and I am 
glad of that, too. 

Again I ask, to what end are all 
these columns of figures? Can any 
teacher tell us how much better off 
we are for having them than we were 
before? 

We hear sometimes of people 
| whose “fingers are all thumbs.” It 
seems to me that this examination of 
the 200 babies in the Boston Public 
Schools may be characterized in the 
same way. It seems to me a very 
awkward and clumsy invention, con- 
sidering the nature of the material to 
be dealt with, as if one should try to 
measure the rarity or density of ether 
by a great, rough fly wheel of eight 
or ten feet in diameter. 

I am perfectly aware that fly wheels 
are not intended to test rarity and 
density, and it is for that very reason 
that I use the comparison. 

But space fails me. I do not see 
what practical end is touched by 
these statistics; i. e., I do not see 

ow to answer my question No. 1. 
No 2I can answer, and will do so 
next month. 





THE STATE UNIVERSITY. 


HE relation sustained by Dr. 
Laws and the State University 


to the educational interests of the 
State, will be learned by the allusion 
to the State University in the last 
oficial report of the State Superin- 
tendent. 

Hon. R. D. Shannon in his official 
report says: : 

“I am unable to express any opin- 
ion of the success of the University, 
other than that derived from current 
report. Having failed in my efforts 
to obtain official information from the 
authorities, I am compelled to keep 
silent in reference to it,—which you 
do not wish me to do—or confine my 
remarks to such meagre facts as I 
have gathered from the newspapers 
or from one or two visits to Columbia. 

The University is said to.be well 
attended. I think there is no doubt 
of this fact. Its corps of teachers is 


an able body. This is generally be- 
lieved, and my personal acquaintance 
with a majority of the faculty ena- 
bles me to endorse this general opin- 
ion. 
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The main University edifice very 
much needs enlargement and repairs, 
and I sincerely hope the General As- 
sembly may arrive at the same con- 
clusion, from such facts as may be 
farnished it by the Board of Curators 
and by the legislative visiting com- 
mittee. The University should, in 
fact, as in theory, stand at the head 
of our educational institutions, and 
become the pride of every Missourian. 
To do this it should be speedily re- 
lieved of every embarrassment caused 
by the lack of funds. 


<i 


A LITTLE MIXED. 


ILL the Missouri Republican 
do itself and its readers the 


justice to state the precise point of 
time when “free-hand drawing” and 
“geometry” should be introduced into 
the curriculum of the public schools, 
and at the same time tell us what it 
means when saying that “the curric- 
ulum in the public schools is too com- 
prehensive already”? 

Certainly, a pupil must first learn 
to read and to write, and learn the 
fundamental rules of arithmetic, be- 
fore he can properly use or under- 
stand geometry, or geometrical fig- 
ures. 

Drawing should be taught as soon 
as pupils commence to write, or even 
before. 

Are not reading, writing, geogra- 
phy and arithmetic the “tools of 
thought” by which the child enters 
into this great patrimony of intelli- 
gence? 

Let us have something definite 
from the critics—-something to help 
remedy evils—if evils exist. 

The public schools are not organ- 
ized or designed to teach technical 
knowledge specially, or handicrafts, 
but to teach that which shall give the 
foundation of all knowledge and all 
crafts and professions and pursuits 
that an honest American citizen may 
choose to engage in. 

The special point at which the 
Republican seems to be driving, is 
that “technical” education shall be 
given in all the public schools, based 
upon a circular of complaint address- 





ed to the public school officials of 


New York City by the Carriage 
Builders’ Association. They say: 


“Very few of the pupils, although 
they may have attended the public 
schools of this and other cities, have 
had any instruction in free-hand 
drawing and geometry, so necessary 
to all who wish to engage in the 
higher mechanical pursuits. We are 
well aware that the studies above re- 
ferred to are included in the ordinary 
school course in many of the cities 
and towns, but we beg leave to call 
your attention to the fact that boys 
intending to learn trades leave school 
earlier than those intending to follow 
the professions and other pursuits, 
and usually before reaching that part 


of the school course in which free- 
hand drawing and geometry are 
taught. Thus they are deprived of 
the very studies which they specially 
need to make them skilled and intel- 
ligent mechanics.” 

This is a practical suggestion. It 
is a serious reflection that* much of 
the best portion of the instruction in 
the public schools contemplates a 
continuance of pupils in the schools 
for a period far beyond that at which 
it is necessary for them to enter upon 
industrial training in the ordinary 
pursuits of life. ‘ 

A boy who is going to become an 
artisan must quit the schools before 
he reaches the grade of instruction 
which, after the primary branches, 
would be most useful to him. The 
curriculum in the public schools is 
too comprehensive and includes much 
that can never, or rarely, be utilized 
in mechanical or ordinary business 
pursuits. 

The circular from which we have 
quoted concludes by saying: 

“We therefore deem it highly im- 
portant to reinforce the ranks of the 
mechanics by a system of public 
school education which shall earlier 
fit boys to enter into trades with some 
assurance that their preparatory stud- 
ies are likely to assist in making 
them intelligent and skilled work- 
men.” ~ ; 


<i 


SELF-ACTIVITY. 





ARON , says Dr. William 
T. Harris, “should excite in 


the most ready way, all the latent 
powers of the pupil to self activ- 
ity. Not what the teacher does for 
him, but what he is made to do for 
himself, is of value. Although this 
lies at the bottom of other national 
ideas, it is not so explicitly recog- 
nized as in our own. It is in an em- 
bryonic state in those; in ours it has 
unfolded and realized itself so that 
we are everywhere and always im- 
pelled by it to throw responsibility 
on the individual. Hence, our the- 
ory is: the sooner we can make the 


culture for himself, the sooner may 
we graduate him from the school. 
To give him the tools of thought is 
our province. When we have initia- 
ted him into the technique of learn- 
ing, he may be trusted to pursue his 
course for himself. 

Herein is the cause why university 
education is not so prominent here as 
in Europe. It is a frequent remark, 
that we are behind Europe in this 
respect. It is not denied that we 
have scholars who deserve respect, 
but we are told that they do not re- 
sort to universities. Nor should they. 
It is not what we attempt to do here. 
We do not isolate our cultured class 
from the rest. It is our idea to have 
culture open to every one in all occu- 
pations of life. 

Elihu Burritt may learn fifty lan- 
guages at the anvil. Benjamin Frank- 





youth able to pursue his course of 


ments in electricity, master the art of 
diplomacy. These are self-taught 
men, and the self-taught man is our 
type ;—not the man who wastes his 
life experimenting to learn what is 
already known and published, but the 
man who reads and informs himself 
on all themes, and digests his knowl- 
edge into practice as he goes along. 
A culture for its own sake is a noble 
aspiration, and it is well to have it 
advocated at all times. 

But a culture belonging to a class 
that rests like an upper layer upon 
the mass below, who in turn have to 
dig and spin for them, is not the 
American ideal—not at all, even if 
we do not produce men who devote 
their whole lives to the dative case, 
or to the Greek participles. 

And yet it is the faith of Ameri- 
cans that they will be able to accom- 
plish all that any other civilization 
can do, besides adding thereto a cul- 
ture in free individuality to an extent 
hitherto unattained. A civilization 
wherein all can partake in the subju- 
gation of the elements, and possess a 
competence at such easy terms as to 
leave the greater part of life for 
higher culture, is the goal to which 
every American confidently looks. 


The common man shall be rich in 
conquests over the material world of 
Time and Space, and not only this 
but over the world of mind, the her- 
itage of culture, the realized intelli- 
gence of all mankind. 

In modern times the controlling 
spirit is one of independence of all 
authority. So it happens in our 
systems of Public Education that the 
personality of the teacher is not 
brought so much in contact with the 
pupil as formerly. 


When the patriarchal system pre- 
vailed in education, the ipse dizit of 
the pedagogue was all-sufficing. The 
pupil, in fact, depended almost solely 
upon the oral instruction of the 
teacher. Now the tendency is to 
make the individual independent of 
the personal teacher and of the uni- 
versity, by means of the printed page 
and its diffusion in the shape of books 
and periodicals, 

Once it was necessary to resort to 
the university to hear the master 
speak on his theme, for his knowledge 
could not be found in books. Indeed, 
books were not printed, but written 
by scribes, and for this reason were 
so costly that the individual could 
not afford to own them. The univer- 
sity is a place where all collect for 
one purpose—it has been, in its car- 
lier days, a kind of grand market 
fair for the traffic in letters. The 
manuscripts, scarce and valuable, 
could be collected at a seat of learn- 
ing, and all who wished to consult 


there. But when the ages of print- 
ing came, then books began to multi- 
ply so rapidly that private individu- 
als of moderate means could possess 
the most valuable treasures of erudi- 
tion and science. What the hand- 
press of Faust-Gutenberg was to the 
toiling scribe, the modern power 
press is to the former. 

The cheapening of books goes on ; 
the day is coming—nay it is here al- 
ready, when whatever information 
one wishes to circulate, is committed 
at once to paper. 


<> 
—_ 


A BREEZE FROM BOSTON. 





Editors American Journal of Education: 
OLELY for information, not from 
any spirit of criticism, I desire 
to ask a few questions: 
1. In this month’s issue of your 
paper, page 3, column 2, last of para- 
graph 3, you say “we will re-mail 
numbers which they have missed.” 
Can you “re-mail” what has gone 
astray? or would you say “We will 
duplicate the numbers you have not 
received”? Of course it is under- 
stood, but is it a correct use of lan- 
guage? 

2. Page 4, last column at bottom, 
“Joseph says $700,500,000 spent, 
etc.” At head of next column “Sen- 
ator Blair says every year $700,000.- 
000, etc.” 

Will whoever prepared this article 
explain the discrepancy between the 
statements of these two notables? I 
have not been allowed time to look 
into these matters, but am very desi- 
rous of knowing the facts concerning 
them, and the one who put them to- 
gether can probably explain them: 
without investigation. 

3. A mystery to me and may be to 
others would be solved if Miss Brack- 
ett would tell your readers why she 
uses the “masculine pronoun” only 
in speaking of ‘‘teachers,” in her ar- 
ticle, “‘This or That,” which follows 
that from which above extracts were 


taken. Respectfully, L. H. 
Boston, April 20, 1883. 


<i 
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Remember that knowledge through 
the eye is conveyed a thousand fold 
faster, especially among children, 
than by any other organ or faculty. 
Give the children something to see in 
the school room. 


~~ 
—_ 





In order to have any success in life 
—or any worthy success—you must 
resolve to carry into your work, a. 
fullness of knowledge. Not merely 
a sufficiency, but more than a suffi- 
ciency. n 


-— 





If you are not too large for the 
place, you are too small for it. 


Be fit for more than the things you 











lin may study Locke, make experi- 


them had to take up their residence 


are now doing. 
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NEBRASEA. 


CCEPTING the invitation of 
the Executive Committee of the 


State Teachers’ Association of Ne- 
braska, through its chairman, Prof. 
O. C. Hubbell, City Superintendent 
of Hastings, to deliver the opening 
address on the evening of March 27, 
we expected to meet a good many 
strong men and women with whom 
we have been co-operating for years 
in other States in educational work. 

A large number of these teachers 
have been subscribers to the Ameri- 
can Journal of Education from its 
first issue, and we wanted to meet 
them face to face and to congratulate 
them, and say words of cheer and 
strength to them and for them as best 
we could. 

Hon. W. W. Jones, the State Su- 
perintendent of Public Instruction, 
is a gentleman just in the prime of 
life, genial, hopeful, ready to take a 
step forward, and determined that 
Nebraska shall be fully up to the 
best in both matter and method, so 
far as the education of the children 
is concerned. 

The teachers sustain him most ad- 
mirably in his work, and there is per- 
fect harmony all along the line. 


THE STATE UNIVERSITY, 


private and denominational schols, 
academies and colleges, are all at one 
in purpose and work, and the result 
is that their teachers’ associations, 
local and State, are strong and vigor- 
ous, creating a healthy public senti- 
ment in favor of the best possible ed- 
ucation for the masses. 


There is room enough for all, work 
enough for all, and all work as a vital 
integral part of a system. 


THE UNION PACIFIC R. R. 


What would Nebraska be without 
this, its main artery, through which 
flows the traffic of the continent— 
and brings the markets of the East 
and the West to the door of every 
farmer, and virtually puts every far- 
mer into those markets, with what- 
ever he has to sell. 

Twelve coaches full of people made 
up the train on which we left 

OMAHA 


at noon, andin nearly every coach 
more people than could find seats. 

We thought certainly the State 
Teachers’ Association, to convene at 
Columbus, must be a very attractive 
and a very popular convocation, and 
so it proved to be. 

The numbers were augmented at 
every station, for the Union Pacific 
has numerous “feeders” all along the 
line, and while it pursues a liberal 
policy towards its patrons, and espe- 
cially towards these conventions of 
the educators of the State in giving 
reduced rates—all pay. 


NO DEAD HEADS. 

We were quietly informed by one of 
the general officers of the line that 
they thought “editors behaved them- 
selves better and saved more money 
by staying at home than by travel- 
ing,” thus showing the results of as- 
sociation. Evidently they did not 
know much about the saintly editors 
from St. Louis, had not read carefully 
and continuously our “great religious 
daily,” but had doubtless fed upon 
the husks of the wicked press of 
Chicago, and mingled only with the 
editors of those wicked sheets—so 
we felt a twinge or two of pity for 
the uninformed and unsophisticated 
guardian of the interests of the Un- 
ion Pacific. 

When the people of Nebraska 
know us better, they will think more 
of us, sell us their products, and buy 
their goods in St. Louis. 

Chicago pours four or five train 
loads of people into the Union Pacific 
depot twice a day, and we do not 
wonder they think Chicago is wicked, 
and that the editors of that city had 
“better stay at home.” 

Seriously, we could not find or buy 
a St. Louis paper in the city of Oma- 
ha or on the train of the Union Pa- 
cific ; only Chicago papers. 

Confidentially, we should advise the 
Globe-Democrat to run off an extra 
edition now and then, of a few thou- 
sands, and send them to Nebraska. 

New England, the Middle States, 
Ohio, Indiana, Illinois and Wiscon- 
sin have sent thousands of their best 
young people to Nebraska. There is 
room enough and to spare—a place 
for every one, and nearly all find their 
place sooner or later. All are at 
work, all are prosperous, all are hap- 
py, all are enthusiastic. 

One man at the State Teachers’ 
Association informed us that he was 
A NATIVE OF THREE STATES, 
and more too, now. He said he was 
born in Ohio, his wife was born in 
Indiana, his son was born in Ne- 
braska, and he had since his attend- 
ance upon the State Teachers’ Asso- 
ciation, been “‘born again” himself! 

He had got a new conception of 
the work our teachers are doing, of 
its value and importance as a factor 
in building up all the best interests 
of the State. Of course this was the 
fact. For what other purposes are 
these conventions held? 

Why should not all who attend get 
some new ideas of the relations they 
and their work sustain to the public 
welfare? Larger views, a wider 
scope, more comprehensivie plans— 
better adjustments, less friction, 
grander results—these, if we under- 
stand it, are the paramount objects of 
thsse local and State Teachers’ Asso- 
ciations and Conventions. 





Personalities and specialties drop 


into insignificance or out of sight, as 
they should in this larger view of the 
work of our educators. 
COLUMBUS 
is a beautifalcity. If the attendance 
at the Association was larger than 
was expected, it only shows the grow- 
ing interest felt in the subject of 
education by the teachers of the State. 
The local committee, headed by 
Prof. Cramer, Supt. of Schools in 
Columbus, did all in their power to 
make the visit of each pleasant, 
agreeable and profitable. Trains ar- 
rived at all times of the day and 
night, and every effort was made to 
care for the visitors. A number came 
a distance of over three hundred 
miles to attend the Association. 


The sessions were held in the Op- 
era House, which is a credit to the 
enterprise and good taste of the peo- 
ple of this thriving city. 

A fine band played, and in addition 
to this, every session of the Associa- 
tion was enlivened by first-class mu- 
sic, both vocal and instrumental. 


NEWSPAPERS. 


The press of the State* find their 
strongest allies and supporters among 
teachers. They are creating con- 
stantly an ever-growing intelligent 
constituency, who demand and appre- 
ciate and are able to pay for good 
newspapers. The success of the one 
insures and enlarges the sphere and 
success of the other, and both co-op- 
erpte to build a new and a better civ- 
ilization. 

The growth of Nebraska, its rapid 
increase in wealth and population, 
will be gathered from the following 
figures. They challenge comparison : 

In 1855 the population was only 
4,494. There were 28,841 in 1860; 
122,933 in 1870; 452,542 in 1880; 
and more than half a million in 1882. 
This increase in Nebraska from 1870 
to 1880 was 267 per cent.; in Kan- 
sas on the south, during the same ten 
years, 173; in Iowa on the east, 36; 
in Massachusetts, 22; in New York 
and Connecticut, less than 16. 


Our visit was made exceedingly 
pleasant from the very cordial recep- 
tion given us by the leading educa- 
tors of the State, among whom we 
number a host of old as well as new 
acquaintances. 

A grand set of men and women 
are the teachers of Nebraska, doing 
a grand work. 

We hope some hints we gave them 
on the use of “Implements,” will be 
of service to them and the people, in 
their work, J. B. M. 

Let us have a law compelling chil- 
dren to attend school. Then the 
poor, the careless and the willfully 
ignorant will receive at least a com- 








mon school training. 


Festus J. Wapz, Esq., the new 
Secretary of the St. Louis Agricultu- 
ral and Mechanical Association, has 
taken hold of the business with great 
interest, and the Association has ap- 
propriated $50,000 for premiums for 
the next Fair, which will be opened 
Monday, October ist, and continue 
until Saturday, October 6th. 


The premium list is larger than 
ever, and will soon be published, and 
the exhibition promises to exceed 
anything that we have ever had of 
the kind in the Mississippi Valley. 

Mr. Wade will be glad to respond 
promptly to any inquiries, and to 
give any information in regard to the 
St. Louis Fair for 1883. 





Waar about a series of Teachers’ 
Institutes in Missouri this year? 


There has been no more potent 
agency devised for the help of both 
teachers and pupils than these short 
term institutes. 


So good a thing as religion needs 
extra services now and then, or rath- 
er the people need these extra servi- 
ces to get their attention to the sub- 
ject. So of education—a revival is 
needed. Let us have it. 





Forty-two Summer Institutes are 
to be held in Texas,at different points 
in the State, thisseason. The teach- 
ers of the State are to be congratu- 
lated that these drills, so essential to 
their success, are to be brought witb- 
in their reach. The evening lectures 
should be such as will reach and in- 
terest the people in this movement. 


President Baldwin and those asso- 
ciated with him, know just what 
work will tell best. 


To remove illiteracy and qualify 
the people for the prerogatives of 
American citizenship is a paramount 
national question. No argument is 
needed to prove that ignorance is the 
parent of poverty, waste and crime, 
and that an ignorant people can 
never work out a noble civilization. 





* 


A debased people, sunk in ignor- 
ance, or any large number of such a 
people, is an unsafe depository of 
free government and an uncertain 
guardian of national honor and in- 
terests. “A popular government,” 
said President Madison, “‘without 
popular information, or the means of 
acquiring it, is but a prologue to a 
farce or a tragedy, or, perhaps, to 
both.” 








To put free public schools, adequate 
for universal education, on a perma- 
nent basis in the South, and avert an 
imminent peril to our free institu- 
tions, there must be help from the 





general government. 
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~ ©, B, CLARKE, ARCHITECT, ST, LOUIS, MO, 


PUBLIC SCHOOL BUILDING AT MOBERLY, MO. 


‘aes steady and substantial growth 
of a large number of flourishing 


towns and cities in the Southwest is 
marked by the erection of conveni- 
ent, well furnished and well ventila- 
ted school buildings, for the proper 
education and training of the chil- 
dren as to the duties and responsibil- 
ities of citizenship. 

First in importance comes the 
training of obedience to law. No 
school system can be successful un- 
less there is a prompt, cheerful obe- 
dience to the laws and rules of the 
board of education. 

Every pupil must be in his place 
when the school opens; every pupil 


‘must have the lesson at the time ap- 


pointed for recitation. Every pupil 
must take his or her place in line at 
the tap of the bell. ~ 


Every pupil must be ready to go 
home in a quiet, orderly manner when 
the school closes. 

Now put this constant training 
into the life of the children during 
their school years, and it insures or- 
der, docility, co-operation, friendli- 
ness—just those elements so neces- 
sary to the future success of the in- 
dividual. 


This cut we present above of the 
fine school house at Moberly, Mo., 
we could very nearly duplicate in a 
host of thriving towns and cities, and 
if a valuable, enterprising citizen is 
too choose a new location for busi- 
ness, the first inquiry he will make 
will be as to the school facilities af- 
forded for the children—hence those 
towns are the most prosperous, most 
orderly and most desirable, which 
present the best school facilities. 


The boys and girls in the country 
have as much right to good schools 
as have the boys and girls who live 
in our towns and cities. 











PRACTICAL MATTERS. 


ROF. C. M.WOODWARD, Dean 
of the Manual Training School 


of Washington University, allows us 
to print the examination papers in 
arithmetic and geography used for 
admission to the school last year. 

We have constant inquiries from 
young men in all parts of the West 
and Southwest, as to the terms of 
admission, and what qualifications 
are necessary, and we print these as 
a partial answer to the questions. 

IN GEOGRAPHY. 
1. Describe the soil, surface, cli- 


mate, people, and productions of 


North Carolina. 

2. Where is Mobile Bay? Galves- 
ton? Detroit? Mount Hood? the 
Yellowstone River? 

3. Name the large islands of the 
Mediterranean Sea. Where is the 
Isle of Man? 


4. Draw a map of the district in- 


cluding Alexandria, the Suez Canal, 
Cairo, and the Delta of the Nile. 


5. Describe the shortest water route 


from London to Calcutta. 

6. Where is Stockholm? Glasgow ? 
Lyons? Honolulu? Melbourne? 

7. Where are the Mountains of the 


Moon? the Appenines? the Andes? 


the White Mountains? t 


8. Give the title of the chief ruler 


of Turkey; of Russia; of Prussia; 
of England. 
9. How many miles is it from the 


equator to the tropic of Capricorn? 
from the tropic of Cancer to the Arc- 


tic Circle? 

10. Give as nearly as you can the 
latitude and longitude of the follow- 
ing places, reckoning the longitude 
from Greenwich : Quebec, Rome, Bos- 
ton, Dublin, Cape Horn, St. Louis. 

Time allowed, 1 hour. 


IN ARITHMETIC. 
Give all the work. Write out all 


the reasoning, and arrange neatly 
both the numerical work and the ex- 
planations. 

1. If a carriage, moving 6 miles 
per hour, pass over 4-7 of a certain 
distance in 23 hours, in how many 
hours will a courier ride 2-3 of that 
certain distance, going at the rate of 
8 miles per hour? 

2. A ceiling is 18.74 yards long 
and 10.06 yards wide. The plaster— 
ing costs $14; how mucb is that per 
square foot? 

3. Reduce 3 days, 22 hours, 4 min. 
48 sec., to the decimal of a week. 

4. Divide the sum of 821-3 and 
3-7 of 20 by the difference between 
7 1-2 and 15 2-9. 

5. A cubic foot of water weighs 
1,000 ounces. How many tons of 
water in a tank whose inside dimen- 
sions are 8 feet by 9 feet by 14 feet, 
when it is two-thirds full. 

6. If John can saw 5 1-2 cords of 
wood in 2 5-7 days, in how many days 
will he cut 10 1-4 cords? 

Time allowed, 1 1-2 hours. 








ILLINOIS. 


egg a pamphlet issued by Mr. 
J. A. Arnold, County Superin- 


tendent of Schools in Efingham 
county, Illinois, we make the follow- 
ing extracts : 

If other county superintendents 
follow the same plan and make equal- 
ly sensible suggestions to the school 
officers and ‘the people, we shall be 
pleased to hear from them. 

“The greatest need of our free 
schools is better teaching in the 
school rooms. It matters but little 
how much our schools cost, if the re- 
sults are adequate to the expendi- 
tures. 

How to improve the work done by 
the teachers in the school rooms, is 
one of the chief educational prob- 
lems. 

We have too many children filling, 
or rather trying to fill, the position 
of teachers. There is no excuse for 
placing the mental and moral train- 
ing of our children in the hands of 
those whose immaturity of years 
must of necessity render them una- 
ble to do the work intrusted to them. 
Our teachers should be qualified to 
teach.” 

In addition to this, Mr. Arnold 
says: 

“Many schools are destitute of the 
necessary appliances for school work. 
Every school house should have com- 
fortable desks, a globe, a set of out- 
line maps, an unabridged dictionary, 
from seventy-five to three hundred 
square feet of blackboard, crayon 
and erasers. 

I will suggest that windows be ar- 
ranged so as to lower the top sash 





It is the plain duty of directors to 
supply the necessary things for the 
school. Economy should be practiced 
in administering public affairs, but it 
is a great mistake to cripple the 
power and usefulness of a teacher by 
permitting a school to be unsupplied 
with what will secure physical com- 
fort, or that which will aid in the 
mental development of children.” 





Mr. Gro. B. Parsons, Superinten- 
dent. of Schools in Saline county, Illi- 
nois, says: 

“T earnestly request the teachers 
to organize township institutes; or, 
the teachers of two or more town- 
ships join together and organize an 
institute, invite the assistance and 
co-operation of school officers, and 
all who have an interest in the edu- 
cation of the youth of our country. 
Organize your institute, and then 
make it useful by making it interest- 
ing. 

Our county must have better 
schools, and to do this we must have 
better teachers—teachers who are not 
afraid to labor, in order that the 
schools may reach a higher degree of 
usefulness. If our schools are made 
more efficient it must be done by the 
teachers. If your wages are increas- 
ed, it will be the result of your own 
efforts. Generally our schools are in 
good working shape, but there is 
great room for improvement.” 





Inurnois takes another step for- 
ward in educational matters in pass- 
ing to a third reading the bill of 
Senator Berggrens, providing that 
County Superintendents shall have 
had at least twelve months practical 
experience as a teacher in public 
schools, and who shall, at the time of 
his election, have a valid certificate 
of qualification from the Superinten- 
dent of Public Instruction in this 
State (cr a diploma from a State 
Normal School, or from a legally 
chartered institution of learning, 
whose curriculum shall embrace, at 
least, all of the studies required by 
Jaw to be taught in the public schools 
of this State). The bill further pro- 
vides that the act shall go into effect 
at the general election in 1886. 





June 26, 27, and 28, the State 
Teachers’ Association of Missouri will 
meet at Sweet Springs. 


Shall you be there? We hope so. 


The money order system is in- 
creasing about 20 per cent. a year 
regularly, and about 10,000,000 reg- 
istered letters are sent through the 
mails in a year; or about one person 
in four on an average, of our whole 
population, send a registered letter 
to some friend. 
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CHEAP SCHOOL HOUSE FOR A COUNTRY DISTRICT. 
(Cost from $750 to $800). 

For the benefit of smaller districts, and 
in response to numerous inquiries, we re- 
publish a cut and ground plan of a school 
seating from forty to fifty pupils, adapted 
for three or four rows of Desks and Seats, 
Teachers’ Platform for Teachers’ Desk 
and Chair, with room for a bookcase to 
hold a set of Camp’s Outline Maps, an 
Eeight-inch Globe, a set of Reading and 
Writing Charts, Erasers, Crayons, etc.,— 
articles absolutely essential to the success 
of any school. 

The room should be 24x36 ft., and 14 
feet clear in height. Three rows of ‘‘Pat- 
ent Gothic” desks and seats can be put in, 
or three rows of a cheaper style, “The 
Combination Desks and Seats,” with the 
three back seats to start the rows with, B A 
seating 48 pupils, all that one teacher 
ought to have the care of. This will give 
room for a recitation seat and platform 
for a teacher’s desk, besides a small entry. 


This house ought to be built and furnished with these seats and desks, 
blackboards of Holbrook’s Liquid Slating all around the room, maps, charts, 
a globe, etc., for about $750 to $800. 

Fioor Pran.—House 24x36, way of arranging desks, etc: A—Entrance 
and hall 6x6 ft.; B B—Wardrobes, 6x6 feet; C—Teacher’s platform, 6x5 
feet; D D—Side aisles, 3 ft. wide, to give room to use the blackboards 
freely without interfering with pupils at their seats; F F—Middle aisle, 
2 1-2 feet wide; G G G—Desks and seats 3 1-2 feet long—that is, the floor 
space should be 3 1-2 ft.x2 1-2 ft. each double desk, seating two pupils. 

As to school desks and seats, the two styles above named have given en- 


tire satisfaction to those who have very thoroughly tested their merits for 
morethan fifteen years. We give below, a cut of 


“rH COMBINATION DESK AND sEatT.”| Five sizes of the ‘Combination 
| Desk and Seat” are made and prop- 
| erly graded as to height and size, so 
as to suit pupils of all ages, so they 
|can sit in an easy, healthful, upright 
| position. 


| Size 1, double, High School, seat- 
| ing two pupils from 15 to 20 years of 
| age. 
| “Size 2, double, Grammar School, 
seating two pupils from 12 to 16 years 

Back seat to start the | o¢ age : 

ree a| Size 8, double, First Intermediate 
‘ . . > 9 b] 
These “Combination Desks and | School, seating two pupils from 10 to 


Seats” are used in most of the larg-| jo years of age. 


est and best twelve-room school build-| Sjze 4, double, Second Intermedi- 

ings in ate School, seating two pupils from 8 

ST. LOUIS. 11 * mage” age: %. pe 

. .| Size 5, double, Primary School, 

(See page 259 of De Wa, T, Ba seating two pupils from 5 to 9 years 
tis’ report as Superintendent of St. | 


of age. 
Louis schools for 1879). | Back seats to start the rows with, 


They have proved to be so substan- | corresponding in size to all the desks 
tial and durable that the school board | #*¢ furnished. 


ji These desks are the cheapest, most 
have again adopted them, after twelve | durable and substantial for the price, 
years’ trial, for use this year. 


| of any manufactured. 
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Desk and Seat. 


DRAWING IN THE SCHOOLS. 


Editors American Journal of Education: 
Hila visiting St. Louis 

should not forget to see how 
they teach drawing in their public 
schools. 

A casual traveler, pausing to ob- 
serve, remarked that the way the St. 
Louis children handled their pencils, 
made very possible to them the time 
when drawing would be as natural to 
the young folks as writing. 

Certain it is that this study has in 
it great possibilities for training of 
the imagination, for intellectual de- 
velopment, and for the formation of 
sound moral character as well as for 
aesthetic culture. 

The results of the official examina- 
tion just held show this—the free, 
bold lines, so long and uniform in 
color, are of themselves a triumph, 
that childhood’s fingers should pos- 
sess so much swing and firmness in 
finish, such delicacy in sketch and 
appreciation of curvature, testify to 
aclearness of thought and training 
of sight, and a command of hand 
that cannot but tend to harmonize 
and round out the more completely 
our boyhood and girlhood. 

Froebel would be delighted. What 
is it but the. stretching upward and 
outward of his cardinal motto, ‘‘See- 
ing through doing,” doing and seeing 
—seeing and doing—sight seeing, 
hand handling; such is drawing as 
St. Louis teaches it. 

Not a copying of diagrams, but a 
recognition of facts and principles 
either in the world of form or in their 
own thoughts, and then the making 
of an honest effort in a truthful, ear- 
nest fashion to embody the same. 

It is but simple things those boys 
and girls try to see, and very simple 
and often crude are the thoughts they 
think, but they do the seeing and the 
thinking for themselves. 

The best teachers never touch 
their pupil’s work ; they only lead out 
and direct the pupil’s thought, and 
have them observe a few common 
sense principles, such as giving eyes 
a chance to see by holding heads up, 
giving hands a chance to do by hold- 
ing pencils long and not clutching 
them, and by free and easy move- 
ments of the arm; using but one 
tool at a time—if it is rubber, it is 
rubber ; if pencils, then pencils. 

Thus they get delicacy of touch 
and sensitiveness of feeling. 

Many of the primary grades excel 
in this. One can go into whole 


rooms and not see an awkward move- 
ment, no cramped fingers, no poking 
of eyes into slate, no agony of body 
or mind, but actual grace in little 
bodies sitting up, little fingers hold- 
ing, little arms moving, little eyes 





seeing and unconsciously to them- 


selves learning what is scientifically 
called “proportion.” 

Very familiar these little folks are 
with objects and the geometric forms, 
from them they get the words they 
use, and from them they learn to rec- 
ognize outline. 

The St. Louis teachers are faithful 
workers, and deserve great praise for 
taking hold as they have done, and 
helping work out this problem in 
education. We feel free to say they 
will compare favorably with any sim- 
ilar body in the land. 

Visit their class rooms, and in nine 
cases out of ten will be found good 
discipline, good attention, bright in- 
telligence, and ready responsive pu- 
pils. ' 
We invite all educators to make 
them a visit, as we did. W. 














Pulpits. 








Bindorsements. . 


Read what two of the prominent 
ministers in Kansas say of them: 

’ Eperrton, Kansas. 
J. B. Merwin, Dear Sir: 

The pulpit ordered of you was re- 
ceived to-day, and in good condition. 
I like it even better than I expected 
before it came. Yours truly, 

J. N. Rank. 
WituiaMssure, Kansas. 
J. B. Merwin, Dear Sir: 

The pulpit came all right and in 
good condition. Our people are very 
much pleased with it. 

Yours very respectfully, 
Wma, Kenprick. 

For prices of church furnishing 
goods of all kinds, address with 
stamp for reply, 


J.B. MERWIN, 
704 Chestnut Street, St. Louis, Mo. 





EVERYTHING FOR SCHOOLS. 


Address, with stamp for reply, 
And write direct to 


3. B. MERWIN, 
Dealer in school supplies of all kinds. 


704 Cheseut street, St. Louis,Mo 
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ROF. ALEXANDER HOGG, 

' Supt. of Schools of Ft. Worth, 
Texas, asks: . . 

How shall the State educate one 
million of children? 

This may not appear as the fact: 
upon bare presentation. Our census 
of 1880 was based upon the returns 
of 1879—now three years ago. Our 
population had doubled since 1870— 
had reached, in round numbers, 1,- 
800,000. 

With immigration pouring into our 
State since, in greater volume than 
ever before, we have to-day over two 
millions of inhabitants; and with 
the school age extended from seven 
to eighteen instead of from eight to 
fourteen, it may be safely estimated 
that before 1892 one million of chil- 
dren will be knocking at the school 
house doors and demanding their 
share of the bountiful provision made 
by Texas for the education of all her 
people. 

There are certain branches that 
must be taught to these children. 
These branches must form the found- 
ation of all. other branehes, and of 
every superstructure, whether of prac- 
tical or liberal education. The first 
of these must be our own language— 
it must be the vehicle of thought. 
We can do nothing in the simplest 
steps except through this language, 
and that only when we have master- 
tered it.” 


-— 





To remove illiteracy and qualify 
the people for the prerogatives of 
American citizenship is a paramount 
national question. No argument is 
needed to prove that ignorance is the 
parent of poverty, waste, and crime, 
and that an ignorant people can never 
work out a noble civilization. 

——_ 


LOUISIANA. 


N editorial. in the last issue of 

the Journal of Education states 

the case in regard to the condition of 

the public schools in the State, as 
follows : : 

Is there not some necessity dis- 
closed for the passage of the “Blair 
bill”? We think so. But to the ar- 
ticle. 

“We respectfully but: earnestly in- 
voke the attention of the leading 
men of the State, the mien of high 
social and political position, whose 
influence have on BA, do with pm 
shaping of pu s — to 
present condition of free public edu- 
cation in Louisiana. 

We venture to assert that outside 
of New Orleans there is not in any 
parish of the State, sufficient school 
accommodations to meet either the 
necessities or the desires of the peo- 
ple, and further, that where there are 
schools, they are kept open for a few 
months only, with teachers who are 


employed for temporary service only, 


and at ‘salaries entirely’ too low for 
the character of the work to be done. 
It would be even safe to. include the 
parish of New. Orleans in. these as- 
sertions, since it. is a notorious fact 
that our city schools are. seriously 
crippled for want of sdequate sup- 
port, notwithstanding the devotion 
and faithfulness of the four hundred 
teachers who stand by their work 
under circumstances which are excep- 
tionally severe and trying.” 

In fact, ‘the report of the Commit- 
tee on Teachers of the City School 
Board of New Orleans shows the crit- 
ical condition in which the achools 
are now placed. The financial coat 
is too short and too small. How the 
school system is to be squeezed into 
it is the problem of the times. There 
are plenty of children to be educated 
and no lack of teachers to do the 
work. Only it seems scarcely fair 
that so much work should be placed 
over and against so little pay. It is 
a serious question how to adjust the 
two conditions, since one of them is 
so far behind.” 


<i 





IMPORTANT DRILL. 


+ om School, if properly conduct- 
ed, drills the children into right 


habits. First. there is punctuality 
and regularity ; without these concert 
of action is destroyed, time wasted, 
labor wasted, and mutual confidence 
weakened. A school without regu- 
larity and punctuality is, as we ex- 
press it, “demoralized.” 

Next there is silence—self-control 
as manifested in the repression of the 
impulse to prate and chatter. Hu- 
man character gains in depth only 
through the ability to hold back the 
impulse to immediate reaction against 
one’s first impressions, and to allow 
the second and third and subsequent 
impressions to follow, until the per- 
manent and invariable is discerned 
amidst the shifting surfaces. Dis- 
traction is the effect of noise; si- 
lence is the parent of attention. 

ATTENTION 
in school is of two kinds: (a) toone’s 
own work, absorbing in individual 
investigation, regardless of the occu- 
pation of one’s fellows, and (b) to 
the work of others—as in a class re- 
citation wherein each pupil is alert 
watching the process of interaction 
between the minds of his fellows and 
the teacher; himself participating. 
The pupil’s industry consists of these 
two kinds of attention. 

With the power of attention, moral 
and intellectual forces unite. Atten- 
tion is intellect acted upon directly 
by the will, and without such combi- 
nation with the will, there is no such 
thing as higher insight or thinking. 

.Moral. instruction in the form of 
disciplining the pupil into habits of 
truthfulness, honesty, courtesy, jus- 





tice and kindness, belongs incident- 


ally to the school, and depends large- 
ly upon the personelle of the teacher. 
All virtues .fasten easily to the child 
when he has once broken up his ani- 
mal naturalness by the_ habits. of 
strict punctuality and regularity, si- 
lence, attention and success are as- 
sured. 


—~ii 
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In every department of work, in- 
telligent supervision is the one thing 
necessary to make labor profitable. 

Intelligent supervision necessitates 
frequent visitations. 
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INDUSTRIAL ART. 





T is proposed to hold, at Saratoga, 
in connection with the National 


Teachers’ Association, July 9-11, and 
as a branch of the Industrial Depart- 
ment, a meeting of the Supervisors 
and Teachers of Drawing throughout 
the country, for the purpose of dis- 
cussing methods of instruction, and 
such other matter as may relate to 
the improvement of the work in the 
public schools. 

It is intended to invite school su- 
perintendents and other prominent 
teachers who are interested in public 
education, to attend this meeting and 
participate in its deliberations. 

You are cordially invited to attend. 

The undersigned have agreed to 
co-operate in the above movement 
and will endeavor to be present. 

Henry Hitomnes, Director of 
Drawing in Boston Public Schools. 

Henry H. Ficx, Supt. Drawing, 
Cincinnati, O. 

Wa rer S. Perry, Supt. of Draw- 
ing, Worcester, Mass. 

W. S. Goopnovex, Supt. of Draw- 
ing Public Schools, Columbus, Ohio. 
Director Colambus Art School. 

Orto Fccus, Principal Mass. State 
Normal Art School, Boston. 

L. W. Micier, Principal Penn. 
School of Industrial Art. 

Susan E. Fortier, Supt. of Draw- 
ing, Washington, D. C. 

T. J. Ricuarpson, Supt. of Draw- 
ing, Minneapolis Public Schools. 

Susan Carter, Principal Woman’s 
Art School, Cooper Union, N. Y. 

Canouine West, Philadelphia, Pa. 

C. M. Carter, Director of Draw- 
ing, Quincy, Mass. 

8. E. Far, Supervisor of Drawing, 
Springfield, Mass. 

E. Ross, School of Art, Provi- 
dence, R. I. 

E. F. Dimocx, Supt. of Drawing, 
Chicago, Til. 

Mrra Jones, Special Teacher of 
Drawing, Detroit, Mich. 

Hawnau M. Brown, Supt. of Draw- 
ing, Milwaukee, Wis. 

_ Joszpaine C. Locke, Supervisor of 
Drawing, St. Louis, Mo. 

Apvam M. Laveuttn, Supervisor of 

Drawing, St. Paul, Minn. 





St. Louis, April 20, 1883: 


SCHOOL OF MINES 


—AND— 


METALLURGY, 


Rolla, Phelps County, Mo. 


—*,*— 


(State University.) ; 
iS 


A School of Civil and Mine Engineer- 
ing, with Practical Chemistry and 
Metallargy as Specialties. 


-—¢Oo- 


The course of study extends through three 
years, embracing the following: 


Civil Engineering. 


In this department practical work is a distinc- 
tive teature; use of instruments, land and rail- 
road eurveying, drawing, sketching, triangula 
tions, excursions to bridges, railroad construc 
tion, & , form the chief work of ttis depart- 
ment. 


Mine Engineering. 


Exploration and attack of mineral veins and 
deposits, timbering and surveying of mines, 
hoisting, pumping, and ore concentration are 
discussed in detail. 


Mathematics. 


In this department the aim is not alone to de- 
veloy and strengthen the reasoning powers, but 
at the same time to secure sucha familiarity 
with principles and ‘processes as to enable the 
student to apply them to the solution of the 
questions that daily arise ‘before the practical 
engineer, and to prepare him to read with ease 
the standard works of the profession. To this 
enq special attention is devoted to the infinites- 
imal analysis and the method of lim ‘ts in geom- 
etry and mechanics, and to the differential and 
integral calculus and its applications. 

In the preparatory school great care is taken 
to secure thorough preparation in algebra and 
geometry, and a high grade of scholarship is re- 
quired for admission to the professional courses. 


Chemistry and Metallurgy. 


Provision is made in the laboratories for teach- 
ing General Chemistry, Chemical Philosophy, 
Industrial Chemistry, Determinative Mineral- 
ogy, Qualitative and Quantitative Analysis, and 
Quantitative Blowpipe Analysis. Also assaying 
as applied to gold, silver, lead and copper ores, 
by fire and volumetic methods. 

The chemical laboratory ie well supplied with 
good apparatus, assay furnaces. gas, and mod- 
ern conveniences. 

In Metallurgy instruction is given by lectures, 
with recourse to the be t works on the subject; 
applicants fer graduation are required to fur- 
nish estimates and drawings of furnaces, met- 
allargic machinery, etc , etc. 


Preparatory Department. 


Although the School of Mines does not under- 
take to do the work of the common schools, a 
preparatory department has been established 
for the benefit of those who wish to prepare 
themselves for admission to the professional 
courses. 


Special work in Chemistry and Math- 
ematics for Advanced Students. 


xg Work in this Sehool thoroughly practical, 





Tuition in all stud‘es for the year.......... $20 00 
Board at Rolla per month .......... $9 00 to 15 00 
Spring term begins Feb. 6, 1883. 
For further information apply to 


CHAS. E. WAIT, Director. 





G. Z,. WHITNEY, See’y. 
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TEIN WN ISS ETE sia farmer's boy in Tennessee to obtain SI NORMAL INSTITUTES. 5 
j r inn | employment in the cities of his State, — BA 
American Joi:tal of Education bidpenee “tuhi- the Yetio sense (GLEN. EATON says: “It i enti 
the N mated that not more than four C ad orn sense Horthteld. Min 
IMPORTANT. are 60 uneneoessfil at: orth: per cent. of the new teachers annt-|stay. Jas. W. Staoxe, President. 





Las the school officers and teachers 
of Tennessee we are glad to pre 


sent the following 
ENDORSEMENTS 
of this journal: 


Cones Stats Supt. oF PusLic SCHOOLS, i 
ASHVILLE, Tenn., July, 1880. 

I can cheerfully commend the 
American Journal of Education to 
the patronage of Tennessee teachers, 
superintendents and tax-payers, not 
only because of its general ability, 
spirit and usefulness, but because it 
gives more attention and space to 
notices of our own schools and of 
educational movements in our own 
State than any other journal. The 
Tennessee (special) editor uuder- 
stands our wants and does not neg- 
lect them. Leon TOUSDALE, 

State Supt. 





TENN) ESSEE. 


>> ISAAC L. CASE lately read 
a valuable paper before the Dur- 


hamsville Grange at Lauderdale, Ten- 
nessee, from which we make the 
following extracts : 

“Folly ninety-five per cent, of the 
people in the South make their entire 
support from the soil or from those 
who cultivate the soil. The business 
of the towns and the cities, their 
growth in population, their financial 
prosperity, rest entirely upon the pro- 
ducts of the soil. The thrift of the 
farmer is the prosperity of the city. 
The agricultural wealth of the South 
is its vital force, and will remain so 
for generations, if not forever. The 
education of the 


FARMERS’ CHILDREN, | 


then, is a question that should enlist 
the earnest thought of every person 
whose home is in the South, of every 
one who desires the welfare of his 
children, or wishes to see this section 
take its proper position in wealth, 
prosperity ,and influence in the nation. 

Statistics, carefully compiled, show 
that scarcely five in one bundred of 
the boys who leave the farm for the 
city, or who enter other pursuits, 
ever rise to be their own employers, 
and comparatively few succeed in 
earning a salary sufficient to give 
themselves and families a comforta- 
ble home. While ninety out of every 
hundred of the young men who re- 
main on the farm, with the determin- 
ation of making farming a permanent 
business, become owners of a home, 
snd surround themselves with the 
comforts and conveniences of' life, 
and with many of its luxuries. 

Let us see what are the chances for 





Tennessee, with a population of 
1,542,000, has only five cities contain- 
ing more than 4,000 inhabitants. In 
these cities there is a population of 
104,000, leaving 1,437,000 in the 
smallerstowns and in the country, 
giving only one city to 287,000 living 
in the rural districts. 

In no other occupation can so wide 
an extentof knowledge be so profita- 
bly employed as in that of agricul- 
ture, and yet there are few, if any, 
branches of business in which less 
exertions have been: made to prepare 
young men for a full understanding 
of how to make the best use of their 
time, labor and material. 


BETTER TEACHERS. 


The parents must lead the work of 
educating their children. They must 
employ good teachers for them, and 
see that their children devote their 
time and attention to the preparation 
for their life work. They must con- 
vince them that the chief reason why 
farming has not been more success- 
ful is that farmers have not had the 
best kind of instruction, and that 
they have not made a good use of 
the education they did receive.” 





Let it be understood that. teaching 
is a business operation—not a philan- 
thropic one at all. Philanthropy 
should find no place in its economy 
at any point. Teachers have to eat 
and dress, and travel, and buy books, 
and all these things cost money—and 
hence provision must be made to pay 
teachers their money when they have 
earned it. 


Teachers should be paid every 
month, as other State officers are 
paid, and they should be paid in cash, 
and not in school warrants or notes, 
unless they request it. 

Tanks for the widening circle and 
sweep which we reach by the lists of 
subscribers which are sent in every 
week. We are sure our friends help 
themselves and the schools in a very 
effectual way, by giving ci:culation 
and audience to the facts and argu- 
ments our writers present. 








It costs but a trifle to get. the nec- 
essary arguments for good schools 
printed and circulated. Every county 
paper will publish short, readable 
items of the work our teachers are 
doing, and the necessity for this 
work, and the worth of this work. 
Who is to blame if the tidal wave of 
reducing the wages of teachers yet 
lower strikes them. Have our teach- 
ers done their whole duty in keeping 
the people posted? Have they? 





ally appointed throughout the coun- 
try have had normal training. In 
Massachusetts, where the proportion 
is comparatively large, more than 
one-fourth of the teachers employed 
have attended normal schools and 
above one-fifth are graduates. 

These considerations lead to cer- 
tain obvious conclusions. Graduates 
of normal schools represent but a 
small proportion of public school 
teachers, and should be employed 
where they can most effectually direct 
and stimulate teachers who have had, 
inferior opportunities for preparation. 
The ordinary law of supply and de- 
mand must be depended on to furnish 
the majority of teachers. Some sys- 
tem of graded normal schools must 
be adopted or the greater number of 
the schools will be left to inexperi- 
enced or altogether untrained teach- 
ers. 

NORMAL INSTITUTES. 

Norma! institutes and summer nor- 
mal schools offer a ready means for 
accomplishing this gradation. It is 
only necessary that they should be 
organized and conducted upon some 
rational plan, and that their support 
should be included as a constant item 
in estimates of expenses. 

Teachers’ or normal institutes are 
already authorized by law and pro- 
vision made for defraying their ex- 
penses in the following States: 


Colorado, Illinois, Indiana, Iowa, 
Kansas, Massachusetts, Michigan, 
Minnesota, Nebraska, Nevada, New 
Jersey, New York, Ohio, Pennsylva- 
nia, Rhode Island, Vermont, and Wis- | Mier 
consin. 

In the following States institutes 
are authorized, but no specific appro- 
priations are made for them: Cali- 
fornia, Kentucky, Maryland, Oregon, 
South Carolina, Tennessee, Virginia 
and West Virginia. 

In the States in which there is no 
enactment on the subject, institutes 
are held under the auspices of State 
and county superintendents or other 
school officers. The expenses are met 
by voluntary contributions from the 
teachers and officers. 

If these Institutes are popularized 
as they should be, so as to reael the 
people and tax-payers, with strong, 
interesting, instructive lectures in the 
evening, great good will be accom- 
plished. 


Fear Not. 

All kidney and urinary complaints, espe- 
cially Bright’s disease, diabetes and liver | cook 
troubles, Hop Bitters will surely and lasting- | "fa 
ly cure. Cases exactly like your..own have 
been cured in your own 
you can find reliable proof at home of what 





‘and Souree, ie Sobolarahips, ( 





Hop Bitter has done and can do. 





IS STATE NORMAL UNIVERSITY, 


for the tion of teachers. The 
course of study requires three years. ‘Tui 
tion free to those who p 


in the State; to others, wal 
School Department offers the 
a ¥° ko or for business. 
tion: year. Grammar School De 
good, practical haalion Trition _ 
a ° > on, 
1883. For 
President, 
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Drury College, 


Springfield, Mo. 
DEPraRTMENTS—I. Col proper. II. Prepar- 
atory. III. Music. IV A 
Courszs or Stupy—C! assical, Scientific, Lit- 
erary and Normal, 
on and all expenses very low, advantages 


Tuition (dave in music and art) commonly free 
to candidates for the ministry and children ot 


re oa pavantagen bo to ladies and gentlemen. 
dress, with stamp, 


N.J. MORRISON, 





D.D., President. 
EAST ILLINOIS 
College and Norma! School. 


DANVILLE, ILL. 

A college for the masses! Tnition, ten weeks 
term, $3.00. Meals with club $1.50 to $2; with 
private families, $2.00 to $2.50. Furnished 
rooms $2 per month to each student. Good coal 


~< g Ee. Text- me are rented at ten per 
rms begin Jan. 24, April 3, June 12, 

Af July 1 17, 1883. The | Normal Mirror, edited by 
pa facuity, will give fali information. Address 
- Coombs or A. C. Hopkins, Danville, Ills. 


WOMAN’S MEDICAL COLLEGE 
OF CHICAGO. 


The annual session commences about the first 
Tuesday in October, and continues 22 weeks. 

Spring term commences about March 1, ont 
continues 12 weeks. 

The requirements for admiasion, the course of 
study, and the requirements for graduation fully 
equal to contiguous colleges. 

Prof. Wm. H. Byford, A.M., M. D., Pres’t. 

For intormation or announcement, address 
Prof. Sarah Hackett Stevenson, M. D., Sec’y. 











Martha’s Vineyard Summer Institute. 


SEASHORE: *-*=* sevsescestone 


Cottage ee Mass., July 11, 1883. 


And continne5 weeks. DerarrMenrs (with 36 
Er ploccere Sue Lestresters) : Arts Ras Di- 


and Sloe nae 
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Vooal” nil 
Te ound Pp b ah 
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‘ren Ci Bases ila 


—AND— 
Coliege of Short Hand. 


Bloomington, - - - Illinois. 
[Incorporated]. 











Open the entire year. College Journal and 
circulars free. C.E Baxer, M.A., Pres’t. 
W.H. Marquam, Seo’y. 15-6 ly 





Harvard University. 
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FAGR Taare. 
Ty pupils’ seats in every ryan) 
~) room (first five years 
should the north, and the map 
most nsed should bé placed against 
I am 
acquainted with persons who, though 
not wanting in geographical knowl- 
edge, yet do not habitually, when 
thinking of distant places, imagine 
them in their true direction from 
themselves. 

Though never troubled in this way 
myself, I confess I was .a little be- 
wiidered on sitting down not long 
ago in a pupil’s seat, facing the south, 
and seeing in front of me, drawn on 
the blackboard on correct principles, 
a map of the streets on all sides, and 
in the immediate vicinity of the 
school. I was quite sure for a mo- 
ment that the representation was not 
correct, and I am quite sure to-day 
that children ought not to receive 
their first ideas of the use of a map 
under circumstances so unfavorable. 

Hexen M, Mason. 


Our schools partake of the spirit 
generated in these times of prosper- 
ity. They are full to overflowing of 
pupils filled with good cheer and en- 
thasiasm. It is easy to learn under 
these stimulating influences, and easy 
for the mind to retain its hold on 
facts sown in such soil. 








VALUABLE FACTS, 


R. ISAAC L. CASE of Durham- 
ville, Tenn., in a recent address 

to the Grange of Lauderdale county, 
gave some interesting facte as to the 


VALUE OF EDUCATION TO THE FARMER. 


He ascertained that some of the 
most productive regions of the coun- 
try would have been barren wastes 
long ago but for the knowledge and 
skill of educated farmers. 


There never was a time when so 
much was being done in the interest 
of intelligent agriculture as now. 
Never a time when so many scientific 
men were engaged in experiments 
bearing upon the different branches 
of the subject, and in no department 
of science have so beneficial results 
been obtained. 

The following statement was lately 
made in an agricultural paper: “In 
some of tbe older settled parte of the 
country, where the lands have been 
in constant cultivation for more than 
two hundred years, they are produc- 
ing more now than ever before. 

In Connecticut, New Jersey, East- 
ern New York, and Pennsylvania, the 
style of farming has been revolution- 
ized within a few years, and their old, 


lung cultivated lands are producing 
more in net profit per acre than the 


was placed upon 
of farmers and farmers’ children, in 


ple living in the sections where the 
lands had been’ thus improved and 


“ 


Desirous. of learning what value 
THE EDUCATION 


making their calling a success, by peo- 


such results obtained, I addressed a 
circular to a number of persons who 
were actively engaged in varions 
branches of agricultural Ev 
asking them, is 

EDUCATION ABSOLUTELY NECESSARY 


to any great degree of success in im- 
proved methods of farming? 

The answers were promptly and 
freely given, all seeming to take much 
interest in the subject. In every in- 
stance, without one single exception, 
the answers indicated that the educa- 
tion they had received in the schools 
was the foundation of their prosper- 
ity. That the training and discipline 
of mind they had received in them, 
aided by their own efforts afterward 
in acquiring and applying all the in- 
formation they could obtain from 
other sources, led to their success. 
All these people believed that edu- 
cation is as absolutely necessary to 
make a successful farmer as it is in 
the professions, mercantile, or other 
pursuits, and that when the mind is 
disciplined by study, trained by good 
teachers, that success is more certain 
in farming than in any other calling. 





Woutp it not be better for the peo- 
ple and the tax-payers to spend a lit- 
tle more money in the organization 
and the perfecting of the public 
school system, and in the employ- 
ment of a better grade of teachers, 
rather than to spend so much money 
for elegant court houses and elabo- 
rate jails? 


In a large number of places the 
taxes to pay for court house bonds, 
issued for building court houses and 
jails, are so much that the schools are 
badly cramped for means to do the 
necessary and important work for 
which they are designed. 

We think that less money should 
be expended for elegant court houses 
and jails, and more for schools. 

What do you think about it? 


WHEN we educate the people and|" 
train the children to habits of punc- 
tuality and industry and self-govern- 
ment—pat them into the school, and 
the united interest of the school de- 
velops them—learn them to work 
with and for one another, they learn 
to yield their own preferences to the 
rights of others, and the incidental 
training they thus obtain is worth 
about as much to them to prepare 
them for citizenship, as the direct 
stady of the several branches taught 








fresh lands of the fertile prairies.” 
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OXFORD, GEORGIA. 
was organized in 1837 It is le- 
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OF YALE COLLEGE. 


Courses in Chemistry, Pure and Applied, in 
Civil and in Dynamic Engineering, in Agrioul- 
ture, Botany, Zoology, Mineralogy, and Geol- 
ogy, in Biology, with special reference to prep- 
aration for a Medical Course, and in General 
Scientific Studies, with English, French, and 
German, Political Economy, History, etc 

For programme, address Prof.Gzo. J. BrusH, 
Executive Oficer, New Haven, Conn. x812-2 


The Hershey School of Musical Art. 
CHICAGO, ILL., 
Affords unsurpassed facilities for Musical Edu- 
cation in every department of the art. Special 
facilities for Concert performers. 

Fall term begins Sept. 14th. 
Send for circular with full particulars. 
H. CLARENCE EDDY, General Director. 
Mrs. SARA HERSHEY EDDY, Vocal Diree- 
tor, Hershey Music Hall, Chicago, Ill. 


LaGrange College, 


LaGRANGE, MO., 

Is prepared to give a superior education in 
Classical, Normal and Preparatory courses ol 
study. Also in vocal and instrumental music. 
$150 will pay board and tuition bills for college 
year. Students for the Gospel ministry and 
children of ministers, whose whole time is given 
to the ministry free. 








Ladies received on same terms as gentlemen. 


fulness. 


The seventeenth year, under one president, 
commences September 13, 1882. 
For catalogue, address 

J. F. COOK, LaGrange, Mo. 


To Get a Practical Education 


@O TO 


8. W. cor. 3d and Vine, St. Louis, Mo 
ger Write for Circulars. xv-tf 


Crlendale Classical and English Schoo! 


A Soarding School tor Boys, located at Glen- 
dale, St. Louis county, Mo. Opened November 
lst, 1882. Both the modern and ancient lan- 
guages will be made a specialty, and will be 
taught largely by the natural method. Great at- 
tention will be given to instruction in the Eng- 
lish branches, embracing Reading, Writing, 


Arithmetic and Composition, as well as such 
other practical studies a; will prepare the stu- 
Pupils an x ot § ~ mnt. x aoe, Be. 

ip Tee al ther me ‘or terms an - 


A, — . incipa Kirkwood, Mo. 


S81. LOUIS SCHOOL 











Art Dep’nt Washington University 


The School is fully equipped with work 
ing material, and furnishes instruetions 
Drawing, Modeling, Painting, perspect!y 
and decorative Design. 

Second term begins Feb. 18th, 1888. 
dents may enter at any time. 





in the schools. 


MUSEUM OF FINE ARTS, 


| Prarig 'Edueational Co., 


Publishers and Dealers in 
Educational Apparatus and Materiai. 
Publishers of 

Prang’s American Text Books of 


Art Palication. 


A system of Ingots east the leading cities 
of the country. J a oo @ wider adop- 
tion than ali Tas systems united. 


Prang’s Natural History Series 
Sor Schools. 

Intended te be used as aids for. Object Teaching. 

Prang’s Natural History Series 
Sor Children. 

Intended to be used for Supplementary Reading. 

Prang’s Trades and Occupations. 

Splendidly Mlustrated for Object Teaching. 


Prang’s Color Chart. 


For Langs f= Color in ey Schools, 
UFACTURERS 0 


Prang’s Dra awing ‘Models, 
Prang’s School Pencils, 
Prang’s School Compasses. 


Dealers in ae Apparatus and Materials for 
Schcols and Colleges. 

w3-F or catalogues and particulars address 

THE PRANG EDUCATIONAL COMPANY, 


7 Park Street, Boston. 


IMPORTANT TO TEACHERS, 





We are preparing a collection of world-re- 
nowned works selected irom the literatures of all 
nations, and printed from new type in the best 
manner and neatly and durably bound. Handy 
boeks, convenient to hold, and an ornament to 
the library shelves. As presents for scholars, 
text-books for school reading, or for school 
libraries, this @lassic Series will be unrival- . 
ed. We have now ready,— 

Sin agp ScotTrT’s Lay of the Last Minstrel, 


Marmion, and The Lady of the Lake. The three 
poems in one volume. 
**There are no books for beys like these poems 
by Sir Walter Scott. Every on ber od me if 
they are not mth Parag f neg ghante joo 7 ig te ite 
surpass everything for boy readi segs 

& y P 


Location easy of access and noted for its health- | w; 


OLIVER peel The Vicar of Wakefield. 
With illustrations by Mulready. 


DerFor’s Robinson Crusoe. With illustrations 
by Stothard. 


BERNARDIN DE SAINT-P1ezRRE’8S Paul and Vir- 
ginia. With illustrations by Lalauze. 


Soutneyr’s Life of Nelson. Withillustrations 
by Bisket Foster. 


VoutTatire’s Life of Charles the Twelfth. With 
Mapes and Portraits 


Maria Eposwosrn’ s Classic Tales. With a 
B.vgraphical Sketch by Grace A. Oliver. 


Lorp MacauLay’s Lays of Ancient Rome. 
With a Biographica: sketch and Illustrations. 


The Classic Series is uniformly bound in 
stamped cloth, and each volume sells for One 
Dollar. We will furnish teachers with sample 
copies for examination on receipt of 50 cents. 
ROBERTS BROS., Pabs., Boston. 





MANUALI 


TRAINING SCHOOL 


WASHINGTON UNIVERSITY, 
ST. LOUIS. 








The FOURTH YEAR of the School will begin 
SEPTEMBER 8, 1883. 


One Hundred Boys 


will be admitted into the new class. All candi- 
dates must be at least fourteen years old on the 
10th of September, and must show'a good knew- 
ledge of Arithmetic, Geography, Spelling, Wri- 
ting, Reading and Composition. 

Can for the second year class must be 
at least 15 years old, and familiar with the first 
year’s work. 

Examinzations will be both written and oral. 
Boys intending to present themselves are advis- 
ed to master perfectly the preparatory work in 
place of trying to cover the work of the school. 
Examinatieus for Admissien will be 

held Monday, June llth, and Fri- 

day ,Sept.7th,beginning each day at 8a.m. 

Catalegtes will be sent on application te 





HALSEY C. IVES, Director 


C. M. WOOPWABD, Direster. 
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“MISSISSIPPI 
“Anerca Joa of natin 


Corumsus, Miss., 1881. 

£* taking charge of the Mississippi 

Edition of the American Jour- 
waL or Epucation, we are prompted 
only by a desire to contribute all in 
our power towards making the schools 
of this State more efficient. As the 
principal defect of the system as it 
now exists, is 2 lack of Normal 
Schools, of teachers’ institutes, and 
effective local supervision, these mat- 
ters will receive our most earnest at- 
tention. 

We shall endeavor also to furnish 
such items as will keep our readers 
posted as to educational progress in 
the State, and we shall at the same 
time do what we can to extend in our 
midst the circulation of a journal 
which has already done and is still 
doing so much for the promotion of 
education in the South and South- 
west. We also consider it more in 
sympathy with our public school in- 
terests, and better adapted to our 
wants in Mississippi, and the South, 
than any other educational journal 
published in the North or East. 

J. M. Barrow. 








Among the best gifts of Provi- 
dence to a nation are great and good 
men, who act as its leaders and 
guides, who leave their mark upon 
their age. who give a new direct‘on 
to affairs, who introduce a course of 
events, which go down from genera- 
tion to generation, pouring their bles- 
sings upon mankind. 








In order to accomplish anything 
yourself, you must learn to live with 
and for your fellow beings; and the 
earlier the children are teught this 
the better. The public schools per- 
form an important function in this 
direction, which is to a great extent 
overlooked in discussing their advan- 


tages.* 





“INDIANA. 


ON. JOHN M, BLOSS, Supt. 
of Public Instruction in Indi- 


ana, Says: 

“The growth and development of 
the State depend upon no factor so 
much as upon the general intelligence 
of the masses. 

Thrift and intelligence are insepa- 
rable. 

The chief object of the common 
school is to train the youth of the 
State in the elementary branches of 
learning, and at the same time in 
good morals and good manners, 

It is not expected that the common 
school shall make scholars, in the 
broad use of that term, but they 
should and do induce scholarly habits. 

Such habits well fixed in the youth 
of the State must result in greater 
intelligence and broader ideas in ma- 
turity. 


Hence in no one of her institutions 
is the State more interested than “in 
her 

COMMON SCHOOLS, =~ 

Of an institution so‘important to 
the State, its constant improvement 
and permanency must éver be a sub- 
ject worthy of study. 

To the permanency of the free 
school system, two things, in my 
opinion, are absolutely essential. 

First. That the common schools be, 
at least, reasonably successful in ac- 
complishing the end for which they 
were created, the moral and intellec- 
tual education of the masses. 


Second. That every dollar of school 
revenue arising from interest upon 
the school funds, and every dollar 
raised by taxation to sustain the 


the use for which it was raised, and 
correctly accounted for in the statis- 
tical reports. 

Every effort is being made by this 
department to secure these objects. 

To improve the teaching in the 
schools, the teachers themselves must 
be improved, 

Among the means provided by the 
State for the improvement of teach- 
ers are the county and township in- 
stitutes. 

Since entering upon the duties of 
my office, an “Outline of Institute 
Work” has been prepared by the 
State Board of Education, which it 
was hoped would greatly assist insti- 
tute instructors in creati.g a desire 
on the part of teachers for more thor- 
ough scholarship and a higher appre- 
ciation of professional work.” 

“Those,” says Herbert Spencer, 
“who regard the histories of societies 
as the histories of their great men, 
and think that these great men shape 
the fates of their societies, overlook 
the truth that such great men them- 
selves are the products of their soci- 
eties. Without certain antecedents, 
without a certain average national 
character, they could neither bave 
generated, nor could have had the 
culture which formed them. They 
were both before and after birth moul- 
ded by their society, were the results 
of all these infimences which fostered 
the ancestral character; they inheri- 
ted their own early bias, their creeds, 
morals, knowledge, aspiration, which 
are products of the general develop- 
mental process.” 


*Lynn, Mass., was always a good place for 
health, but it has become a modern Bethesda 
since Mrs. Lydia E. Pinkham of 233 Western 
Avenue, made her great discovery of the 
Vegetable Compound, or panacea for the 
principal ills that afflict the fair creation. 
This differs, however, from the ancient scene 
of marvelous cures in this important partic- 
ular: The healing agent, with all its virtues, 





can be sent to order by express or nail all is 


over the world, F 





common schools, be. appropriated to | Ro 


The Western Musical Conservatory, 


Rolla, Phelps Co., Mo. 


Summer School Opens June 11, for, 12 
weeks. © 
—O- 

I. Music on any instrument, 

2 Special Lessons in Singing and 
Voice Building: 

3. German,French and Spanish Lan- 
guages. 

4. Preparatory Mathematics and 
Enghsh. 

For particulars address with stamp, 


R. W. Douruat, A. M., Ph.D., 
Manager. 


DICTIONARY FREE, snc tacress‘or's 


persons and three. dimes_to pay expenses, we 
will mail you our Handy Reliable Dictionary of 
the English Language, the most extensive and 
comprehensive book of the kind ever published. 
Contains over 30,000 words. Orthography, pro- 
nunciation and definition according to Webster 
and other lexicographers, with valuable tables, 
information about weights and measures, the 
metric system, abbreviations, foreign words and 
—. and proverbs. Fully illustrated, finely 

und, Four dictionaries post-paid fer $1 and 
20 addresses. Address Manufacturers’ Agency, 
x 267, Salem, Mass. 


Catalogues on Abplication. 








Part I.—Mathematical Instruments, 160 pp. 

Part Il.—Optical Instruments and Microscopes, 
144 pp. 

Part III —Magic Lanterns and Slides, 112 pp. 

Part ['V.—Philosophical and Chemical Appara- 


tus, 98pp. JAS.W. QUEEN &CO., 
xv-23t 924 Chestnut St., Philadelphia. 


TELE 


Popular Pianoforte 


METHaoDpD. 
A Third of a Million Copies Sold to Date. 





There has been no more successful instruction 
book ever published than 


Richardson’s New Method 
FOR THE PIANOFORTE. 
By NATHAN RICHARDSON, - Price, $3 25. 


American and Foreign Fingering. 

It has been carefully revised many times, is 
absolutely without errors, and may be termed a 
perfect music book. 

Its graded system is thoroughly progressive, 
its course of musical study eminently practical 
and comprehensive, and its selection of pieces 
for recreation judicious and pleasing. 

It is the only true ‘*Richardson,’’ and should 
be ordered by its fu'l title: ‘‘® chardson’s New 
Method for the Pianotorte.’’ Publisted by 


OLIVER DITSON & CO., Boston. 
cC.H. Drrsen & o., 843 Broadway, N. Y. 





The Bad and Worthless 

are never “imitated” or counterfeited, This 
is especially true of a family medicine, and it 
is positive proof that the remedy imitated is 
of the highest value. As soon asit had been 
tested and proved by the whole world that 
Hop Bitters was the purest, best and most 
valuable family medicine on earth, many im- 
itations sprung up and began to steal the no- 
tices in which the press and people of the 
eountry hed expressed the merits of H. B. 
and ayes way Peis HQ induce suffering 
invalids to use their instead, expecting 
to make money on the credit and good name 
of H. B. Many others started put 
up in similar style to H. B., with variously 
devised names in which the word Hop or 
— were used in a way to induce to 
believe they were the same as Hop Bitters. 
All such pretended remedies or cures, no mat- 
ter what their style or name is, and 
those with the word Hop or H n 
name or in any Way connécted with them or 
their mame, are imitations or counterfeits. 
Beware of them. Touch none of them. Use 
nothing but genuine Bi a 
bunch or cluster of green Hops on 

bel. Trust nothing else. 


dealers are warned against dealing io imita- 





tions or counterfeits. 





"RICE = 
PRACTICAL BOOK-KEEPING. 





The,.most practical work on the subject now 
published. Though issued only in 1880, it is 
now'used in a large number of schools and col- 
leges. : 

A copy will be mailed to any teacher for ex- 
amination on receipt of $1. Retail price, $2 

For circulars, terms, &c., address 

THOS. A. RICE, A. M., LL.B., 
Prest, Mound City Lom’! College, St. Louis,;Mo. 


THE INDUCTIVE 


Fdneational Series. 





This popular series of school books includes 
Milne’s Inductive Arithmetic. 
Milne’s Inductive Algebra. 

Ridpath’s Inductive Grammar. 
Ridpath’s Grammar-School History 
ef the U. 8. 
Ridpath’s Academic Hist. of the U. 8. 
Forbriger’s Patent Drawing Tablets. 
Smith’s Practical Music Reader. 
First Lessons in Philelegy. . 
Lyman’s Historical Chart.: 


The above books are really adapted to the 
wants and possibilities of the schools of the 
present day. They are fresh, original, and pro- 
gressive throughout, fully up with the times in 
matter and methods. They are brief and com- 
prehensive and directly to the pomt. They are 
very substantial and attractive books, and are 
the lowest priced texts published. 





wer Liberal rates for Examination and Intro- 
duction.. Descriptive circulars sent om applica- 
tion. 
JONES BROS. & CO., Publishers. ' 
Cincinnati.Ohio; Chicago, 111; 8t. Louis, Meo. 


THE “TEACHER'S CHOICE. 


THOMPSON’S 


Teacher's Examiner’ 


Still More Popular than Ever, 
REVISED § ENLARGED. 


A New Edition Just Issued frem 
the Press for 1883. 


The Hi=xarminer 

is a book of nearly 400 pages, having been pre- 
pared for Teachers and those fitting themselves 
to teach, and is also adapted te the use of Com- 
mon and High Schools for daily, weekly and 
monthly reviews. It embraces a general review 
of the following branches in a series of questions 
and answers: History, Grammar, Geography, 
Civil Government, Reading, Physiology, Ortho- 
graphy, Physical Geography, Arithmetic, Writ- 
ing, Philosophy, Astronomy and Botany. 

1. Every Teacher should possess a copy of the 
Examiner. 

2. It contains over 5,000 important questions 
and answers. 

8. The work is endorsed by the best educa- 
tional men of the country. 

4. Over 25,000 copies have already been sold 
in the United States and Canada. 

5. Nothing like it for reviews and test work, 
and it is being used in many schools. 

6. The price of the Examiner is not exorbit- 
ant, but within the reach of all. 

7. If youare dreading an examination, pur- 
chase a copy of this book; it will guide you 
sately through. 

8. The Teacher’s Examiner will be mailed to 
any postpaid, on receipt of price,$1.10. 





address, 
Address ALBERT HENRY THOMPSON, 
No. 12°Third Avenue, Chicago, Tir. 
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ARKANSAS ITEMS. 


LHe Arkansas General Assembly, 
during its present session, have 


passed some good laws relating to 
educational matters. 

The act for the Suppression of Ob- 
scene Literature passed both houses, 
and has been signed by the Governor. 

An additional appropriation has 
been made for the Blind Asylum, 
also an appropriation of $500 for the 
benefit of the Branch Normal School 
(colored) at Pine Bluff. Some need- 
ed changes have aiso been made in 
the public school law. 

The School Directors of 

MALVERN 
have issued a call to the citizens to 
come forward with promised and 
needed aid to complete the school 
building. 

The pupils of Malvern Select 
School are trying to beautify the 
school grounds by floriculture, Mr. 
Vick having kindly furnished seed, 
and a Floral Guide for their instruc- 
tion. An interesting class have also 
become deeply engaged in astronom- 
ical study ; trying to learn, by means 
of the heayenly bodies, to ‘‘look from 
nature up to nature’s God.” 

A sad commentary on the folly of 
refusing or neglecting to give chil 
dren proper education and moral 
training, was the tragedy enacted in 
one of our little towns recently. A 
saloon keeper would not send his 
children to school because the teach- 
ers had all used their influence in fa- 
vor of the “‘local option law,” prohib- 
iting the sale or giving away of in- 
toxicants within three miles of the 
ehurch. 

A little school having been started 
by the daughter of another of the 
same ilk, he patronized that while it 
lasted; but since it relapsed into 
nonentity, his children have enjoyed 
the free school of 

THE STREET 
and the saloon. A few days ago his 
little ten-year old son, coming upon 
a drunken tramp asleep, said to his 
companions: ‘Boys, let’s kill him 
while he is asleep,” and deliberately 
broke a bottle over his head, so cut- 
ting and mangling his face that he 
bled to death. Oh, the horror of it! 

Does it pay to let the young take 
such lessons, when they might be 
trained for noble manhood and glori- 
ous womanhood ? 

Prof. G. A. Jones, President of the 

STATE TEACHERS’ ASSOCIATION 
is making out his programme for the 
next meeting of the Association, 
which he hopes to make the best ever 
held in the State. 

From a letter from 

PRESCOTT 
I copy the following sketch : 
Prescott Graded Public School was 


opened Feb. 4, 1882. It was an ex- 
periment; it is a most glorious suc 
cess. The success of the school— 
and of the town as well, for such 
schools make their towns a success— 
is due to the following concatenation : 
The people elected a live school 
board ; the board generated a healthy 
educational spirit; the people sub- 
scribed liberally to build a good 
school house; the board had a mag- 
nificent building erected. 

The building is a modern structure 
with eight rooms, artistically finished 
and well-furnished, the whole worth 
about $10,000. 

The principal, G. A. Hays, brought 
with him a-large assortment of col- 
lege apparatus, a geological cabinet, 
and library, and selected a corps of 
assistant teachers, trained in graded 
and normal school work. 

The school course embraces vocal 
music, drawing and calisthenics, in 
addition to the regular studies. 

The faculty meet every Monday 
evening to discuss the various inci- 
dents of the previous week, and to 
hear suggestions for better work dur- 
ing the ensuing week. 

The school has a normal class also, 
presided over by the principal, em- 
bracing all the faculty, some of the 
pupils, a few teachers from the coun- 
try, some from town, and a few moth- 
ers. This class is free to all who 
will join; visitors are admitted, and 
the members are doing an excellent 
work for themselves and the commu- 
uity. 

The people of Prescott have twice 
shown their appreciation for this 
school by subscribing, last spring 
$600, and this winter nearly $1500, 
to supplement the school fund and 
to continue it as a free school. 

The advocates of good schools all 
over the eountry may point with pride 
to the school at Prescott as an exam- 
ple of what can be done in a town of 
1500 inhabitants when they deter- 
mine upon educating their children 
on the most economic and efficient 
plan. 

Prof. R. M. Thrasher of Malvern 
Seminary, and Miss E, L. Van Valk- 
enburgh of Malvern Select School, 
are enjoying the use of some excel- 
lent “tools to work with,” procured 
from the reliable School Furnishing 
Establishment of J. B. Merwin of 
St. Louis. 


Misses Mary Thromer, Katie Gree- 
no and Lillie Sandford of Malvern, 
have recently engaged in the peda- 
gogic art in the vicinity of — — 


St. Louis Short-hand Institute 


506 Olive st., St. Louis, 
Offers an $85 gold watch as a prize to the 
best student at Summer term beginning June 
25. Can be seen at Jaccard’s, and Olive. 











Youths of 12 reo rd short-hand easily. As 
a mental discip! 


ne the study of short-band 





is unequalled. 








Please mention this Journal in answering 
Advertisements. 





$66 a week in your own town. Terms and 
$5 outfit free. Address H. HALLETT & Co. 
Portland, Maine. 


Large, choice fancy advertising cards, 30c 
100 by mail. Mfg. Agency, Bx 267,Salem, Mass 


5 to $20 Sse, “Addres Sruxsox & Co, 
0) nd, Maine. 











WO dozen Japanese hdkfs and napkins will 
be mailed for 25 cenis; finest quality. 
G. W. Laks, No 74 Pine Street, N. Y. 


WORD HUNT. Ten cash prizes and a new 
A illustrated history 535 af for $1 30. Stamps 
accepted. Address Griffin 





Masten, Reno, Ind. 





yy} doz. comple that net $5 a day; with fine ring 
ldc by mail. Mfg. Agency, Bx 267,Salem, Mass 





A GENTS are making $10 a day selling our 

oods. Send for circular and terms. Great 
English Cutlery Co., Box 1632, Boston, Mass. 

To Agents selling for us $2.00 

$5 Day Sample Free. Atidress Gene- 


ral Agency, 159 Hudson Street, New York. 


1 OO Choice Selections for the yy peor 
Album and 6 Our Pets for one 3 cent 
stamp. C. C. WEEKS, Mattapan Mass. 


100 Scrap Book Pictures, 10c; 100 Transfer 
Pictures, 10c; 20Gem Chromos, 2c; or 
the lot for 25c. Name this paper. 

H SLAYTON, Montpelier, Vt. 


Agents wanted. 5a Pez made sell. 
ing our New HOUSEHOLD ARTI- 
CLES and PLATFORM FAMILY 
SCALE. Weighs up to 25lbs. Price, 
$1.50. Domestic Scale Co., Cin’ti, 0. 


AGENTS make 150 per cent. profit selling 
Register’s Liniment. The best in 
the world. Write for particulars to 

F. REGISTER, 324 South 5th St., Philadelphia 


Agents and dealers, you 
i] int (all) name, large outfit and | iF 
new 128 page eo a | cat- 
alogue mailed ior lic. C. Conolly & Co. 


Rochester, N. ¥. 























AINTERS’ NEW GRAINING TOQLS for 
rapidly graining Oak, Walnut, Ash, etc,etc. 
Send stamp for catulogue with cuts, etc. J. 

CALLOW, Cleveland, Ohio. 15-6 3t 


WANTED Agents, both male and female, 
for our new book ‘‘ Daughters of 
America.’’ It takes bony non ey Price $2.00, 


worth $3. Address Forsher cMakin, 
Cincinnati, O. 





Unabridged Dictionary, 
Websters and other no Jess valua- 
ble works for a few hours 


‘ effort among your friends 
Ministers, S. S. Teachers any one willing to 
give this, enclose a. for full particulars. No 
postals answered. ESTILL & UO., Mansfield,O 





RTIST’S MANUAL of oil and water 
color fanny! and crayon drawing, 50 cts. 
Sketching from Nature in Pencil and Water Col- 
ors, 50. Marine and Landscape Painting in Oil, 
50. Marine and Landscape Painting in Water 
Colors, 50. Royal Society Drawing Book, £0c. 
Use of Colors, 50. Of booksellers or by mail. 
JESSE HANEY & CO., 10 Spruce Street, N. Y. 


DON‘T BE A FOOL! 


_Isend free a book on the Art of Money Get- 

ting. This book contains my experience as a 

farmer, and my success as acanvasser. Address 
R. L. WOLCOTT, Hawthorne, N. J. 








TEACHERS ATTENTION! 


You can earn an additional $50 per month ea- 
sily. Hundreds of teachers are doing it. 
Write for particulars. 
Downine ELEcTRIC Co., Box 2058, 
Philadelphia, Pa.” 


Teachers Wanted! 


Teachers out of employment and during vaca- 
tion, zan find pleasant, profitable employment, 
by addressing 


HUBBARD BROS., 


N. E. cor. Fourth and Market, 8t. Louis. 











WE WANT ONE AGENT 


In every town in the United States and Canadas, 
to engage ina lc cal and permanent business that 
will pay from $25 to $50 per week. Ne experi- 
ence required. Any one can conduct the busi- 
ness successfully. A rare chance for the first 
applicant. Don’tdelay. Send at once for full 
particulars. Address F. Stowe & Co , Box 
117, Mound City, Kansas. Reference given. 


Read 2 Understand. 





J-| CABINET PHOTOS—AlII the Rage. 


These are from the original negatives. Sample 
10c; three for 25c. Agents Wanted. Transpa- 
rent playing cards, wack of 53 in neat case. only 
75c. genuine article). 100 Transparent or Flirta- 
tion Cards lic. Illustrated catalogue free. 
Address J. E. MORSE, Box 325, Worcester, Mass 





Pleasure and Profit. 
Teachers and students can make their leisure 
time a source of revenue and pleasure with any 
of my goods. Circularsfree. J.D. HENRY. 
Box 127, Buffalo, N. Y. 


BUCKEYE BELL FOUNDRY 


Bells of Pure Copper and Tin for Churches 

Schools, Fire Alarms, Farms, etc. FULLY 

WARRANTED, Catalogue sent Free. 
VANDUZEN & TIFT, Cincinnati, 0. 













FINE *993-ENGRAVING 


SEND COPY FOR) “CROSSCUP. & WEST. 


1T WILL PAY YOU)702 CHESTNUT *' PHILA PA 








NEWSPAPERS AND MACAZINES 
end six cents for catalogue of 3,000 newspa- 
pers and magazines at agents’ lowest club rat 
Agents Wanted. 25c to $1 on each subscri} 
tion. H. A. KENYON, Dwight, Ill. 


A BOOM FOR AGENTS! 


If you want to coin money and go into a profi- 
table business, send 25c for sample and terms o{ 
the Wonderiul Giit Stationery Package, toJ.H. 
GUTHRIE, Conneaut, Obio. 


WANTED. 


A competent man to sell himself and hire and 
traia others to sell the latest and most popular 
books issued. One capable of earning s 200 to 


$2000 a year. Give age and reference. 
w. HY Thompson, ub., 404 Arch St , Phila. 
, of Asthma New Treatment, 
* Permanent Cure 
No smoke. Stood test of twelve years. No 


returnof Asthma. Send stamp for pamphlet. 
Address Throat and Lung Institute, Buffalo,N.Y 











A MISTAKE. 


You make a mistake if you do not answer this 
advertisement. Pleasant, profitable work for 
all; men, women, boys and girls. ‘SAMPLES 
FREE. Write to-day. No postals. Address 
plainly C. E. ELLIS & CO., 199 Clark Street, 
Chicago, Illinois. 





For Bible Readers and Teachers. 
CURIOSITIES 

5,000 OF THE BIBLE, 
Pertaining to persons, ee and things, with 
Key. Including blackboard or slate illustra- 
tions, Bible Studies, Concert Exercises, and 
Prayer Meeting Outlines, with Facts, Statistics, 
and Ready Reference Tables. Introduction by 
J. H. Vincent, D.D. Revised, enlarged and 
illustrated. -Nearly 500 Fe $1.75 sent by 
mail. Agents wanted. . C. Treat, Publish*r, 
199 Clark street, Ch:cago. 15-6 St 





Invest One Cent and Save Your Dollars! 
Oct 
If you have not received our Beautiful Illus- 
trated Catalogue, do not fail to send your ad- 
dress, and we will mail you FREE 
Our Elegant Book. 
Containing illustrations of several hundred Go!d 
and Silver Watches, Diamonds, Jewelry, Fancy 
Articles &c. Address WaitnEry, Cooke & Co., 
92 Market Street, Chicago. Ill. (Established in 
1870 ) Mention this paper. 


AGENTS WANTED 


Latest 
Can sell one to twelvein every house. 





For four househ id necessities in one. 
and best. 


Baelued 





on, tor l0cts. Elegant imported cards, 
y, Christmas, New Year, Valentine, 
Easter, 2 Scripture ‘Text, 5 Reward—either for 
0c. Any 5 handsomely fringed, 45 cts. Sam- 
haa ~ go aa ¥.M. SHAW & CO , Jersey 


30 FINE White Gold-Edged cards, name 
irthda: 





ity, N.J. 


Territory. One agent made $32.40 in 
one dsy. Season new open. 3c stamp for cir- 
cular; sixteen 3c stamps for samples; #5 a doz. 
A tew State agents wanted. Liberal induce- 
ments to those who will buy in quantities and 
supply such agents. W. A. Moore, Manager, 





41 and 43 S. Canal Street, Chicago, 111. 
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THEIR JUST DUES. 


A LL funds designed for school 
purposes, no matter from what 


sources derived, properly belong to 
the children. It is the duty of per- 
sons having the control of those 
funds to see that they are expended 
in such a manner as to secure to the 
rightful owners—even the children 
themselves—the full benefit of every 
dollar. This can only be done by 
keeping up good schools in every 
township, schools in which the young 
may receive a good practical educa- 
tion without going from home. 

It is needless to say that a thor- 
oughly qualified and competent teach- 
er is an essential requisite to a school 
of this character. 

The opinion prevalent in some lo- 
calities, that any one possessing a 
certain degree of scholarship is fully 
competent to take charge of a school 
—and especially of a school of small 
children—rests upon a foundation of 
sand, and to employ a faithless and 
incompetent teacher simply because 
his services can be secured for a mere 
nominal salary, is not only poor 
economy, but it is equivalent to 
cheating the children out of their 
just dues. 

The teacher however is but a work- 
man—his business the instruction of 
children and youth. In order to do 
a good work he must have not only 
the necessary material to work on, 
but likewise suitable implements to 
work with. 

It is just as easy for a farmer to 
raise a crop without plows, cultiva- 
tors, etc., or for the carpenter to build 
a house without tools, as it is for the 
teacher to advance his pupils rapidly 
in learning, without the assistance of 
certain instrumentalities. All school 
rooms should therefore be well fur- 
nishedewith maps, charts, globes, etc ; 
everything, in short, that can be ad- 
vantageously employed to facilitate 
the work of instruction, these things 
being as essential to successful teach- 
ing as plows, machinery, etc., to suc- 
cessful farming. 

Some one demurs, saying, ‘A good 
illustrative apparatus for the school 
room costs something.” 

So it does. Everything now-a- 
days costssomething. The tools and 
machinery used by farmers and me- 
chanics cost something, but they soon 
pay for themselves. So with appli- 
ances for the school room, they soon 
pay for themselves. 

To be more explicit, an ingenious, 
wide-awake teacher can do more effi- 
cient instruction in one month by 
means of suitable auxiliaries, than he 
can do in two or even three months, 
in the old bum-drum way. 

These auxiliaries, so necessary to 
insure success, both on the part of 





our teachers and pupils, are: Ist. A 
set of Outline Maps, say nine in the 
set; 2d. An eight-inch Globe in 
hinged case; Reading Charts, and 
plenty of Blackboard. 

Now, if the work of two or three 
months can thus be compressed into 
one month, the gain even in dollars 
and cents, estimating the teacher’s 
wages at forty dollars per month, will 
soon exceed this extra expenditure of 
money. To deprive the young of 
these advantages simply because they 
cost a few dollars, is not only poor 
economy, but it is equivalent to cheat- 
ing them out of their just dues. 

There are other ways, also, in 
which the children may be deprived 
of their rights. The work of educa- 
tion is em hatically a mutual work. 
Success does not depend upon the 
efforts of one party alone, but upon 
the united efforts of two—teacher and 
parents. Both these parties have du- 
ties to perform, and these duties are 
so blended, so dependent on each 
other, that negligence on either side 
seldom fails to cripple the efficacy of 
the other. Hence it is that the best 
teacher in the land, even with the 
help of the most complete apparatus 
ever invented, can do but little in the 
way of efficient instruction without 
the sympathy and hearty co-operation 
of parents. 

It is the duty of the teacher to 
teach, to develop the undeveloped 
powers of the juvenile mind, and to 
do his work thoroughly. 

It is the duty of parents to see that 
their children are attentive and obe- 
dient, that they conduct themselves 
properly on all occasions, and that 
they are well supplied with books, 
apparatus, and everything needed. 

It is the duty of school officers to 
see that the children are comfortable 
and happy, that the teacher does his 
work thoroughly, and above all that 
he is promptly paid for doing it. 

It is the duty of all concerned in 
the great work of education to see 
that the purpose and spirit of the 
school law are carried out in every 
particular, and above all that the 
children, those who are to be the cit- 
izens of a great republic, are not 
cheated out of their just dues. 


There is no reason why any one 
should lose an hour for want of em- 
ployment—profitable employment too 
—look over the large number of calls 
for “Agents” in this issue; write for 
particulars; mention this journal. 








(<a Music teachers who desire special in- 
struction in either vocal or instrumental 
music, and ladies or gentlemen desiring to 
perfect themselves in these delightful arts, 
could not spend a twelve weeks vacation to 
greater advantage than by attending the 
Western Musical Conservatory, Rolla, Phelps 
county, Missouri. Special summer session 
begins June 11, 1883. 





Dr. Laws says “that the present 
mismanagement of the Normal 
School interest is, in my judgment a 
crime against the educational inter- 
ests of Missouri,” and yet the Legis- 
lature at its last session appropriated 
in the face of this “crime against the 
educational! interests of Missouri,” to 
sustain the Normal Schools, $103,- 
745.00. 

This will do, perhaps, as a vindi- 
cation of Dr. Laws’ judgment—al- 
though some will persist in the in- 
quiry as to whether such vindication 
vindicates. 





L. G. Harman, Esq., General Land 
Agent, Bandera, Texas, solicits cor- 
respodence with those who contem- 
plate locating in Texas. He is ina 
position to give valuable and reliable 
information of interest to all. Bet- 
ter consult him. See advertisement. 





Thorough and scientific teaching, 
while supplying a need, will elevate 
the profession, raise the standard of 
public schools, popularize our educa- 
tional systems, and conduce to the 
working out, more perfectly, of the 
science of education. 


There is no better way to prutecta 
child from evil, than to make him a 
lover of good literature. 














Recent Literature. 
THE “North American Review” for May 
contains nine articles, nearly every one of 
which discusses some topic or problem at the 
present moment prominent in the public 
mind. Senator John T. Morgan writes of 
Mexico, and sets forth the considerations of 
commercial advantage and international com- 
ity which are rapidly bringing about a more 
cordial understanding between that country 
and the United States. 

In‘‘Emerson and Carlyle,’”’Edwin P. Whip- 
ple discourses with all his old-time keenness 
of psychological insight and perfection of 
literary form upon the strangely diverse 
mental and moral characteristics of those two 
great thinkers. 

“Communism in America,” by Prof. Alex- 
ander Winchell, gives very forcible expres- 
sion to the apprehensions of those pessimis- 
tic observers of the trend of events in this 
country who think that they see in our polit- 
ical and social development all the signs of 
impending national decay. The other arti- 
cles afe “‘Affinities of Buddhism and Chris- 
tianity,”’ by Rev. Dr. James Freeman Clarke; 
*“*Woman as an Inventor,” by Matilda Joslyn 
Gage; “College Endowments,” by Rossiter 
Zohnson. Published at 30 Lafayette Place, 
N. Y., and for sale by booksellers generally. 











No. 26 of “‘Plymouth Pulpit” April 4, com- 
pletes the first volume of the series of Henry 
Ward Beecher’s published sermons, begun 
last October. 

The discourse in that number is the one 
preached March 29th, entitled,““The Courage 
of the Future,” and is a characteristic dis- 
cussion of Faith, that is, characteristic of the 
preacher, and of the scope and intent of his 
preaching throughout the whole volume. It 
gives a most vital and hopeful view of the 
spirit of the age and its tendency, which he 
claims as the essential spirit of Christ, in di- 
rect line with the whole trend of human 
events. 

Fords,Howard & Hurlbut, Publishers,N.Y. 





THE “Atlantic” for May develops a new 
humorist of rare facility. We were just dis- 
cussing a trip to Niagara Falls, when a friend 
picked up and read in a most inimitable way 
“Niagara Revisited,” and we concluded, a 
dozen or more of us, that we had got it all 
except the $3 charge for the three water- 
proof dresses for looking at the mist. 

All the brides were married twelve years 
ago, or more. 





PROTECTION TO YOUNG INDUSTRIES, as 
applied in the United States, by F. W. Taus- 
sig, Instructor in Political Economy in Har- 
vard College, is a handsome volume, which 
was written in competition for the Toppan 
Prize in Political Science at Harvard Univer- 
sity, and received that prize in October,1882. 
The volume is printed on fine laid paper. It 
is bound in cloth, and its price is only 75 cts. 
Published by Moses King, Harvard Square, 
Cambridge, Mass. 





Martha’s Vineyard Summer Institute. 

The circular for the coming session, which 
begins July 11th, shows a force of 36 teach- 
ers; and itis believed that there will be at 
least five hundred students, 

This remarkable growth in the short period 
of five years has been mainly due to the rep- 
utation which the institute has gained by the 
work it has done. No attempt hhs been made 
by its managers to attract public attention 
by sensational devices. It has been “‘adver- 
tised” more extensively and ‘puffed’ ‘more 
earnestly by its students than by the news- 
papers. Last year these students represent- 
ed 34 States and Territories of our country, 
and they are carrying the news of the quiet 
but honest and thorough work of the school 
through the length and bseadth of the land. 

The single drawback to the success of the 
Institute is the debt which still encumbers 
the building, and which amounts to about 
$3,000. It is hoped, however, that the pres- 
ent season may see this debt cancelled; and 
to this end a Fair is to be held in the build- 
ing at some time during the session. The 
wives of the directors and of the faculty have 
the matter in charge, and have already sent 
out circulars asking for contributions. These 
should meet a prompt and generous response 
from the friends of education everywhere. 

We may add that the circular of the Insti- 
tute, giving full information concerning 
the departments, will be sent free to any ad- 
dress on application to the business agent, 
Prof. R. W. Putnam, Jamaica Plain (Boston) 
Massachusetts. 


AMONG the works that are now rapidly 
finding their way into schools and families in 
this country “The People’s Cyclopedia” oc- 
cupies a very distinguished position; in fact, 
the first in all essentials. The numerous able 
and well-known pens brought to bear upon 
it, the character of its publishers, and the 
vast variety of the subjects on which it treats 
give it a status possessed by but few works 
of its class, and accord to it the broadest claim 
upon public confidence. Although adapted 
to the necessities of the simplest student, 
already some of the learned institutions of 
this country and of Europe have availed 
themselves of the almost inexhaustible treas- 
ures it contains, not only as to the text, and 
in relation to its numerous fine maps and en- 
gravings, but as to its exhaustive, universal 
statistics, and its embodiment of all recent 
inventions and discoveries throughout the 
whole civilized world, as well as the progress 
made in the arts and sciences within the past 
few years. In fact the work is truly cosmo- 
politan, and as perfect as the most competent 
pens and unwearied care could render it. 
The addition of an elegant series of State 
maps of United States, just engraved, to- 
gether with census of 1880,—revision of 1882, 
—printed on the back of each map, furnishes 
the teacher with an immense fund of infor- 
mation not readily accessible. See adver- 
tisement for further particulars. 








Susscriss for the Journnat. Terms 
$1 per year, in advance. 
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Have you carefully looked over the 
“announcements” of Van Antwerp, 
Bragg & Co., in this issue? If not, 
it would pay you to do so. This well 
known firm publish a very valuable 
series of text-books, which are en- 
dorsed and highly recommended by 
our leading educators everywhere. 

Send for descriptive list. 





Specrat Norice to TeacHERs.—We 
would advise teachers who are look- 
ing for an agreeable and profitable oc- 
cupation during leisure or vacation, 
to carefully examine into the merits 
of The People’s Cyclopedia. 

A cyclopedia is a recognized want 
in every household, and the low price 
at which this work is published offers 
afair opportunity for you to take 
hold and see what you can do to in- 
troduce it in your neighborhood or 
elsewhere. By addressing Jones 
Bros. & Co., 702 Olive Street, St. 
Louis, you can obtain full particulars. 
No experience necessary, for they 
have a system of selling that you can 
easily acquire. 





(<a No such advantages for acquiring spe- 
cial musical skill are offered by any music 
school in our country, as are offered by the 
Western Musical Conservatory, Rolla, Phelps 
county, Missouri, for twelve weeks during 
the coming summer, beginning June 11, 1883. 





Grand Army of the Potomac. 

The Grand Army of the Potomac will hold 
its annual reunion at Washington, D. C., 
May 16th and 17th, and the Ohio & Missis- 
sippi Railway will sell Excursion Tickets to 
Washington and return, to all who wish to 
visit the National Capital at that time, from 
St. Louis and points on the line, at reduced 
rates. Lines west of St. Louis will also make 
excursion rates by way of the O. & M. Tick- 
ets will be sold on May 14 and 15, good for 
return until the 19th. 





Literary Note. 

Mrs. Lillie Devereux Blake has prepared 
for publication, her recent lectures in reply 
to Rev. Dr. Morgan Dix. They will be im- 
mediately issued under the title of “Wom- 
an’s Place To-day,” in 1 vol. 12mo cloth; and 
also as a 20 cent number of *‘Lovell’s Libra- 
ry,” by John W. Lovell Co., N. Y. 





X= The Illinois Central Railroad manage- 
ment were almost omnipresent in the extent 
and promptness of their relief to the suffer- 
ers by the awful cyclone in Mississippi. 

Extra trains with provisions for the wonn- 
ded and dying were sent hither and thither 
as fast as steam could take them over the 
district swept by the storm. 

People begin to realize in a vivid way when 
such calamities come, that some corporations 
have souls. 


I will reciprocate the favor of any teacher 
informing me where certain School Books 
are in use. Particulars on application. I can 
also suggest agreeable and profitable occupa- 
tion to teachers during leisure or vacation. 
John R. Anderson, 66 Reade Street, N. Y. 


<= Hotel cars, close connections, fast time 
and a splendid equipment, are the attractions 
of the “Wabash” system from Toledo to St. 
Louis, from Chicago to St. Louis, and from 
St. Louis to Omaha. 


Decline of Man. 

Nervous weakness, dyspepsia, impotence, 
sexual debility cured by Wells’ Health Re- 
newer. $1. 





If our friends, when they write to 
those who patronize our advertising 
columns so liberally, wili mention the 
fact that they saw the advertisement 
in the American Journal of Educa- 
tion, they will confer a favor all round. 





Henry A. Youne & Co., Boston, 
Mass., publish “Books which teach- 
ess must have.” See advertisement 
on another page. 





C. H. Evans & Co., proprietors of 
“The Teachers’ Bureau,” make a very 
on page 2. Read it carefully. We 
know the firm to be reliable. 





WE invite attention to the adver- 
tisement of Walter- Lyman & Co., 
Boston. They offer a good edition of 
Tennyson’s Poems for the nominal 
sum of 25c, or it will be sent post- 
paid for 11 three cent stamps. This 
is a fine opportunity for all to secure 
this valuable work. Send your order 
now, as their offer is only good for 
30 days. 





Clen’s Sulphur Soap beautifies 
the skin. 


Hall’s Hair and Whisker Dye 
black or brown, 50c. 





Bad Coughs cured by Hatx’s Honey of 
HoarwHounpD and Tar. 

Prxz’s ToorHacHe Drops cure in one 
minute. 





Make the evening lecture at the 
Institute popular. 


Have some stirring music. If this 
is done there will be a waking up. 
There is no public listening, now-a- 
days, more eager and critical than are 
the crowded audiences that will come 
out to hear, when they are assured of 
common-sense, earnestness and elo- 
quence on the platform of the school 
convention. 





The schools shofild be uniform as 
to length and as to quality of instruc- 
tion. 

If the State gives to one child su- 
perior advantages, and to another in- 
ferior advantages, we do not have a 
uniform system. 


—~<ii 
—_—— 





HORSFORD’S ACID PHOSPHATE 
In Seasickness, 


is of great value. Its action on the nerves of 
the disturbed stomach is soothing and effect- 
ive. 


<i 
—_— 


CONSUMPTION CURED. 


An old physician, retired from practice, 
Musing hail glaced in Bie heads Wy on Mant 
India missionary the formula of a simple veg- 
etable remedy tor the speedy and permanent 
cure of pipe ype meee Bronchitis, Catarrh, 
Asthma and all throat and lung affections, 
also a positive and radical cure for Nervous 
Debility and all Nervous Complaints, after 
having tested its wonderful curative powers 
in thousands of cases, has felt it his duty to 
make it known to his suffering fellows. Ac- 
tuated by this motive and a desire to relieve 
human suffering, I will send free of charge 
to all who desire it, this reci 
French or » with 


with stamp, naming 
‘4. Noyes, 149 Powers’ Block Rochester, 








AUNTIE EM’S 


Songs for Children, 


Qne and two part songs for Primary Grades, 
by Mrs. H. D. Boyden, Sr., illustrated. New, 
Attractive and Interesting. Printed in coarse 
type, on fine tinted paper, and nicely bound, 50 
cents. Mention where you saw this. Address 
PUBLISHER, 864 N. Halstead Street, Chicago. 


National School of Elocution and Oratory. 


[J. W. SHozmmaxer, A. M., Founder.] 


1416 and 1418 Chestnut Street, Philadelphia. 


Thorough and systematic culture in Voice, Enunciation and Action, with their application to 
Conversation, Readin , Recitation and Oratory. Chartered March, 1875. Grants D plomas and 
confers ; 8 ~ i ns April9. SUMMER TERM of 6 weeks at Uoburg, Canada, 





N @ a 
WCHASE 
3 i 


There is not one Piano in a hundred 
(Be will stand the test of School Use. 









© largest School of Musicin the U. 8, 


has 13 Chase Pianos in constant use. 


J. L. Peters, 307 N. Sth, St. Louis, 








pring term 


important announcement in this issue |J@!¥,2. Coburg is delightfully situated on the north shore ot Lake Ontario. This term com- 


bines Recreation and Study. Fall term epens Oct. 1. 


For further information send for catalogue 
to Secretary. JOH 


N A. BECTELD. 





A selected stock of Decker Brothers, Chicker- 
ing, Haines, Mathushek, Simpson & Co., Story 
& Camp Pianos, Estey and Story & Camp Or- 
gans. Easy payments. Full warranty. Send 
for free catalogues. 


STORY c& CAMP, 
203 North Fifth street, St. Louis, Mo. 


The Song Wave: 


A COLLECTION OF CHOICE MUSIC, WITH ELEMENTARY INSTRUCTION. 

For the Scheol Room, Institute Hall, and Home Circle. 
It is a fresh, bright and entertaiming work. It contains a brief, practical and comprehen- 
It contains a variety of pieces, adapting it to | sive course of elementary instruction. 
every occasion. It has large, clear, and beautiful type, ren- 
It contains the purest sentiment in its text, aude in appearance and helpful to 
Soatnoble Shy magtectaing. It retains the best of standard favorites among 
It is characterized by a prevailing harmony in | the old songs, and introduces new ones of great 
its musical selections. merit. 

TE WAVHLET, 

An abridgement of the ‘‘Song Wave,’’ containing,the easier portion of the music in the latter, 
and especially adapted to use in primary and intermediate schools. Price of Song Wave, 8%c; to 
teachers, sample copy, 60c. Price ot Wavelet, 40c; sample copy to teachers, 3c. 


D. APPLETON & CO., Publishers, New York, Boston, Chicago, San Francisco. 


THE AMERICAN TEACHERS’ BUREAU. 


Supplies Teachers of every grade to Colleges, Schools and Families 


WitHoutTr CHARGE. 


C. H. EVANS, A. M., a teacher of many years’ experience, gives personal atten- 
tion to the business. 

a We also publish the AMERICAN COLLEGE DIRECTORY AND UNIVERSAL CAT- 

ALOGUE, containing descriptions of all institutions of ae kind throughout the United 

States [over 3,600], lists of State, City and County School Officers, a Synopsis of the School 

System of every State and Territory, a Sketch of Education in Foreign Countries, &c, &c. 
Sent prepaid on receipt of $1 00. 

St. Louis Rerrrences:—Hon. E H. Long, Supt. of Public Schools; Rev. Wm. G. Eliot, 
Chancellor Washington University; J. B. Merwin, editor American Journal of Education; Hon. 
Nathan Cole, ex-Mayor, lateM C.; Hon. N. C. Hudson, Collector of St. Louis. 

Address C.H. EVANS & CO., 706 Chestnut St., St. Louis, Mo. 

POLYTECHNIC BUILDING. 15-6 


SARATOGA SUMMER SCHOOL, (883. 


BEGINS JULY 9, AND CONTINUES SIX WEEKS. 


Diree 3°63.=SIGMON M. STERN, Director of Stern’s School of 
Lengenese of N.Y. to author of Studien und Plauderien, First Series and Second Series; Etude 
progressive de la langue Francaise, 

REV. GILES P. HAWLEY. : 


From the Programme, Pages 1 and 2. 
ADVANTAGES OF SARATOGA. EXPENSE OF LIVING. 














To persons desiring to.attend a summer schoel 
the superior advantages of Saratoga Springs must 
be at once acknowledged. As a summer resort 
of world-wide fame we need not speak of it. Its 
grand and fashionable festivities do not now con- 
cern us, except to assure students that they need 
not interfere with the quiet of proper study hours 
—but there are other attractions to be thought of. 
The bracing air, the thirty mineral springs, dis- 
tinct in character, of ma: velous cinal pow- 
ers; the richly shaded streets; the elegant Con- 

ress Park, its quiet noeks, the place to take a 

k; the Woodlawn Park, with its six miles of 
drives; Mt. McGregor; Saratoga Lake; the old 
Saratoga battle ground,—these will be attrac- 
tions to thestudent. The numerous educational, 

hilanthropic, ecelesiastica’, professional, and 

iness national conventions are regularly 

held here in this season, add another strong at- 
traction to the place. 


Latin, Greek, Elocution, Music, etc. Add 





The Programme is ready to be sent free to all applicants. It contains 
Studies,—German a Text-books; Lectures, in German, 


The popular impression that one cannot go to 
Saratoga for the summer without a great deal of 
money is a mistaken one. There are no less than 
80 hotels and over 200 boarding houses. f 

Among these in the quieter parts of the vil- 
lage one can find pleasant and unexceptionable 
boarding places at from seven to ten dollars a 
week. e Rossiter House, corner of Phila and 
Regent streets, will be the headquarters of the 
tea hers of the School, where there will be a ta- 
ble at which only German is spoken, and one at 
which French is spoken, presided over by the 
teachers of these departments. and rooms 
in this house will be trom $8 to $10 per week, 
and table board for those who have rooms else- 
where at $5 per week. Other houses in the vi- 
cinity are engaged to take the students of the 
school as low a8 $7.00 (two in a room), and for 
those whe are nga Uy go a little out from the 
centres, board will provided cheaper still. 
Persons desiring to secure these terms are re- 
quested to make early application by letter. 





rticulars about the 
French and English; Reunions; 


STERN’S SCHOOL OF LANGUAGES OF NEW YORK CITY, 
; or THE SARATOGA SUMMER SCHOOL, 
Box 1063, Saratoga Springs, N. Y- 
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Great Ofer for 30 Days Only. 


Illustrated by GUSTAVE DORE, 
Order at once, as we have but one 
any ay ore. igs -_ ing 

per in clear p, Size, 9x 
Bones. 136 hy and four cols. 
on each. Handsomely bound in 
paper covers (see cut). For 
=f days only, postage paid by us. for 
11-3ct. stamps. Mention * 
ion. Address WALTER LYMAN 
&C©O., 2% School St, Boston, Mass. 











SCHOOL BOOKS. 


Teachers or others having new or second-hand 
school or college text-books they do not care to 
keep, can exchange them for those needed, on 
fair terms. 


Orders solicited for school or college text- 
books, second-hand or new, single copies or by 
the dozen. Low prices. 


C.M BARNES, 151-153 Wabash Ave , Chicago 
15-9ly 


School Cabinets at a Bargain 


The only way to become acquainted with na- 
ture is to study nature herselt. To this end I 
will sell, till August Ist, Five anD TEN DOLLAR 
CABINETS of Fossils, Minerals, Rocks, Insects, 
Skeletons, Birds, Fishes, Marine Invertebrates, 
Plants Indian Relics, etc., on more ressonable 
terms than I have found elsewhere after a search 
of fifteen years : 

Ju Quality and Price I Challenge 

Competition. 

Every collection will be selected by an experi- 
enced teacher of Natural History, and made as 
comprehensive and instructive as possible All 
will be correctly labeled and caretully packed, 
and will be forwarded, as ordered, at the pure 
chaser’s expense and risk Condensed price- 
list, references, etc., sent on application. 8. H. 
TROWBRIDGE, Nat. Hist. Store, Glasgow, Mo. 








NERVE AND BRAIN 


We warrant six boxes of Dr. E. C. West’s 
nerve and brain treatment to cure any nervous 
disease, either male or female, of whatever na- 
ture or cause, and will give a written guarantee 
with each order, agreeing to refund the money it 
the treatment does not effect a cure in six months 
Price, one dollar per box, 6 boxes $5. Sent pre- 
paid, by mail, on receipt of price. Please mcn 
tion this journal. WILLARD E. MASTEN, 


Cor Madison ave. and South Pear! street, 
Albany, N. Y 
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U. 8. takes one Piano, then another, 
until they have 13 Pianos in constant 
use, it sustains us in claiming firs 
for the Chase. J. L. Peters, 


St. Louis Short-hand Institute 
Young men and women fitted tor a pi ofession 
in from 3 to 6 months. * 


A Sure Paying Business. 
Short-hand as easy as addition. Lessons by 
maul $5 pe? month, which areas thorough as at 
Institute, where the price is $10 per month. 


ARTHUR J. BARNES, Principal. 
Law Stenographer, 506 Olive Street, St. Louis, 
Mo., First President Missouri State Stenograph- 
er’s Association, Vice President International 
Congress Short-hand Writers. Circulars free 


BOOK AND JOB PRINTING. 


Done in the Best Style of the Art and at Reason- 
able Rates. Orders Solicited. Sena for esti- 
mates on Catalogues and Pamphlet work before 
contracting elsewhere. 


Cc. A. PIERROT, 


8-129-11 917 North Sixth Street, St. Lours. 


Good Printing at Reasonable Rates. 


SLAWSON & CO., 


BOOK AND JOB PRINTERS, 
8. W. COR. MAIN & OLIVE STS., 
ST. LOUIS. 
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; Wages. 


The trend of all things to-day 
seems to be toward the solution of 
this woman question. Almost every- 
body is considering it, and express- 
ing an opinion about it in one way or 
another. 





Felix Adler says that woman should 
in all things be the partner and not 
the subordinate of man, and that in 
all ages and communities where it 
had been the custom to keep women 
apart from men, the men had invari- 
ably become degraded and immoral. 





WE are indebted to Col. A. A. 
Lesueur, Sec’y, for an interesting re- 
port of the proceedings of the Ex- 
Confederate Association of Missouri, 
at the second annual meeting held at 
Sedalia, Mo., August 15 and 16, 1882. 

The next meeting is to be held at 
Jefferson City, Aug. 28 and 29, 1883. 

Gen. Fitzhugh Lee of Virginia will 
be the orator of the occasion. Steps 
have already been taken to care for 
the cemetery at Springfield, Mo. 





Emerson says that “Sunday is the 
core of our civilization, dedicated to 
thought and reverence. It invites to 
the noblest solitude and to the noblest 
society.” 





It is impossible to ascertain the 
amount of money contributed by re- 
ligious societies to the education of 
the colored people of the South, as 
the estimates are included in totals 
with other disbursements. It is esti- 
mated that the appropriations of the 
American Missionary Association,the 
Freedman’s Aid Society, the Baptist 
Home Missionary Society, and the 
Presbyterian Home Missionary Soci- 
ety for educational work in the South, 
chiefly for the negro race, together 
with the portion of the Peabody fund 
devoted to the same purpose, have 
amounted since the war to nearly or 
quite $10,000,000. 





In all the States, except Delaware, 
Kentucky and Maryland, school funds 
are now divided in proportion to the 
school population, without regard to 
race. 





The enrollment in the colored pub- 
lic schools of the States which report 
the schools of the two races sepa- 
rately is 784,709, a larger number 
than heretofore reported. The en- 
rollment in schools of higher grade 
increases the total to 800,113. 


Vacation Work for Teachers. 


Agents wanted to canvass for ‘‘Switzler’s 
Illu trated History ot Missouri.’’ The best 
out Liberal terms to teachers. Address 

Cc. R. BARNS, Publisher, 
707 Olive Street, St. Louis. 


Teachers and Agents. 
We want reliable agents to introduce our new 
Colton Pertfolio File and Scrap Book, the cheap- 
= ouy best a in the market for filing and 
classifying valuable papers. Agents make large 
COLTON & DAVIS 
Milwaukee, Wisconsin. 

















LYDIA E. PINKHAM’S 
VEGETABLE COMPOUND, 


Is a Positive Cure 


Fer all these Painful Complaints and Weaknesses 
so common to our best female populati 


FOR SALE. 





Small outfit of Chemicals and Chemical Ap- 
paratus. Will be sold very cheap. 
Address E. C. ASHFORD, 
St. Louis, Mo. 


THE AUTOMATIC SHADING PEN 








Makes ashaded mark of two colors 
ata single stroke. Sample set of 3 
sizes by mail, 81. Circular and sam- 
ple writingfree- J. W. STOAKS,E 
Milan, O. 


Chase Pianos 


13 Chase Pianos in“ the largest Musie 
School in the United States is a recom- 
mendation worth thousands of paid testi- 

ials. J. L. PETERS, 307 N. Fifth, St. 








A Medicine for Woman, Invented by a Woman. 


Prepared by a Woman. 
The Greatest Medical Discovery Since the Dawn of History. 

(alt revives the drooping spirits, invigorates and 
harmonizes the organic functions, gives elasticity and 
firmness to the step, restores the natural lustre to the 
eye, and plants on the pale cheek of woman the fresh 
roses of life’s spring and early summer time. 

22" Physicians Use It and Prescribe It Freely <@e 

It removes faintness, flatulency, destroys all craving 
for stimulant, and relieves weakness of the stomach. 

That feeling of bearing down, causing pain, weight 
and backache, is always permanently cured by its use. 
For the cure of Kidney Complaints of either sex 

this Compound is unsurpassed. 

LYDIA E. PINKHAM’S BLOOD PURIFIER 
will eradicate every vestige of Humors from the 
Blood, and give tone and s' yo to the system, of 
man woman or child. Insist on having it. 

Both the Compound and Blood Purifier are prepared 
at 233 and 235 Western Avenue, Lynn, Mass. Price of 
either, $1. Six bottles for $5. Sent by mail in the form 
of pills, or of lozenges, on receipt of price, $1 per box 
for either. Mrs. Pinkham freely answers all letters of 
inquiry. Enclose 3ct.stamp. Send for pamphlet. 

No family should be without LYDIA E. PINKHAM’S 


LIVER PILLS. hing 4 cure constipation, biliousness, 
and torpidity of the liver. 25 cents per box. 


aa Sold by all Druggists.-G Q) 











$7 2 A WEEK. $12aday at home easily made. 
Costly outfit free. Address Trur & Co., 
Augusta, Maine. 


=KIDNEY-WORT : 
HE GREAT CURE 


FOR 
As it is for all the painful diseases of the 

KIDNEYS,LIVER AND BOWELS. 

It cleanses the system of the acrid poison 
that causes e i which 
only the victims of Rheumatism can 

THOUSANDS OF CASES 
of the worst forms of this terrible 
have been quickly and in short time 
PERFECTLY CURED. 
PRICE, $1. LIQUID OR DRY, SOLD BY DRUGGISTS. 
44 Dry can be sent by mail. 
WELLS, RICHARDSON & Co., Burlington Vt, 


-KIDNEY-WORT | 





Acts at the Same Time on 








-KIDNEY-WORT : 


HAS BEEN PROVED 
The SUREST CURE for 


EKIDNEY DISEASES. 
urine 





ATE; use Kidney-Wort at once, (drug- 

S| cists recommend it)and it will speedily over- 
come the disease and restore healthy action. 
® to your sex, such es pain 
-Wort is unsurpasse, 


iver and Bowels. 











of 
deposits, and dull dragging} 
pains, all speedily yield to its curative power. 
|| 4 SOLD BY ALL DRUGGISTS. Price $1. 


KIDNEY-WORT 











Louis. Send for our Illustrated Catalogue, 





SIMPLE DISSECTIONS 
For the use of 


Physiology Classes in Common Schools. By M. 
L. Seymour, Prof. of Natural Science in Illinois 
State Normal University. 


This manual was prepared for the use of the 
students in the Illinois State Normal University, 
and is the result of many years’ successful prac- 
tice in dissection with beginning classes. The 
subjects treated of are the Heart, the Larynx, 
and the Eye. A lesson on the external examina- 
tion of each precedes the dissection proper. By 
the use of these carefully prepared directions, a 
beginner may make a successful dissection at the 
first trial. Price 20cents. Address 

ILLiINoIs SCHOOL JOURNAL, Normal, Ill. 


10 Hours 


seins 


LOUISVILLE OR CINCINNATI 
From St.Louis 


—ViA THE— 


Ohio & Mississipi Ry 


XFNo Change of Cars.“t 





—o— 


the quickest route to 
4 Hours “*4 BALTIMORE! 
7 H the quickest route to 
ours WASHINGTON! 


—o— 


Palace Sleeping Coaches from St. Louis to 
Louisville, Cincinnati, Baltimére and Wash 
ington without change. Butone change to New 
York. 


x3-The O. & M. is the only line running three 
daily trains to Leuisville and Cincinnati, in di- 
rect connection with all trains from the West, 
Southwest and Northwest. 


heO & M. is the only line by which you 

ean secure tickets to Baltimore, Philadelphia 
and New York, by way of Washington, the cap- 
ital of our country. Carrying all classes of 
ngers through without change of cars to 

uisvilie and Cincinnati . 

By which you can avoid a midnight change of 
cars between St. Louis and Cincinnati, if you 
leave $t Louis on night trains unless you 
extra fare in addition to money paid for ticket 

Via Cincinnati, making direct connection with 
all roads. (9712 hours lay over by other routes. 

er Sa 

re-Please ask any Ticket Agent (ex- 
cept those working for a competing road) which 
is the Quickest and Best route from St. Louis to 
Cincinnati, Louisville, Baltimore, Washin ° 
and you will be told the Ohio & Mississippi Ry 

When purchasing, please ask for tickets by 
this road, for sale at all offices of connecting 
lines. In St, Louis at 101 and 103 N. 4th St. 
W.W. PEABODY, W. B. SHATTUC, 

Gen. Supt. Gen. Pass. Agt.,Cincinnati. 
G. D. BACON, Gen. Western Agt., St. Louis. 
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“THIS TERRIBLE 


Neuralgia 


WILL KILL ME.”’ 

‘*T wouldn’ t be without them if they cost $1 apill 

T ey cured me of neuralgia of 9 years standing ’’ 
Joseph Snyder, Paxions. Pa., 30 Jan., 1880. 





DR0.W.BENSON’S 
CELERY & CHAMOMILE P/LLS. 


ARE PREPARED EXPRESSLY TO CURE 

[AND With cuRE HEADACHE oF Au Kinos, f 
ae VEURALGIA. NERVOUSNESS 

Wiggs 400 DYSPEPSIA . 


LOH 


FAC-SIMILE SIGNATURE ON EVERY BOX. 











They contain no opium, quinine, or other 
harmfal drug, and are highly recommended. 

**They are just the thing for neuralgia.’’—C. 
D. Hyndman Rockport, Ill. 

**They ure the only remedy for my neuralgia’’ 
—G. W. Overall, Attorney at Law, Mobile, Ala. 

‘*Dr. Benson’s Pills are invaluable in nervous 
diseases’’—Dr. Hammond of New York. 

**They cured my wife immediately, of severe 
neuralgia’’—H.M Cocklin, Shepherdtown, Pa. 

** As two boxes cured a friend whom the Drs. 
here couldn’t help, of neuralgia, I’ll send for 
some for mnyself.’’—Clifford’ Shand, Windsor, 
Nova Seotia. 

‘*Dr. Benson’s pills for the cure of neuralgia 
are a success’’—Dr. Holman, Christianburg, Va. 





Dr. Benson’s Skin Cure consists of internal 
and external treatment at same time and it makes 
the skin white, soft and smooth. It contains no 
poisonous drugs. $1, at druggists. 

—u— 

C.N. Crittenton, Sole Wholesale Agent for 
Dr, C. W. Benson’s Remedies, 115 Fulton St., 
New York. 





ering with Catarrh or Bron- 


0 any $ 

chitis who earnestly desire relief, | car 
furnish a means of Permanent and Pos- 

A Home Treatment, No 
charge for consultation by mail. Vaiua- 
ble Treatise Free. Certificates from Doc- 
tors, Lawyers, Ministers. Business-men 
Address Rey. T. P. CHILDS, Troy, Ohio. 
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American Teachers’ 
5 Bureau, St. Louis. 





D 
. Indeed, so strong is my fait’ 
in its efficacy, that I will send TWO BOTTLES PREE, to- 





gether with a VALUABLE TREATISE on this disease, to 
any sufferer. Give Express and P. 0. address. , 
DR. T. A. SLOCUM, 181 Pearl 8t., New York. 
() os | l] CURED with DOUBLE 
Chioride of GOLD. 
Essay Free. The Morphine User; 200 pages, $1. 
T.xsuix E. Keetzy, M.D., Dwight, Il. 














The “QUINCY” Methods Just Published, 


TALKS on Teaching 


Col. F. W. PARKER, 


Al the Martha’s Vineyard Summer Institute, July 
lith to August 19th, 1882. 

The work of Col. Parker in the schools of 

uincy. » commanded widespread atten- 
tion. This book is the first authoritative state- 
ment of his views. It will be invaluable for 
Normal Institutes, Normal Schools and teachers 
everywhere. [ts publication will mark anew 
éra in teaching. Artistically bound in English 
cloth. Price $1, postpaid. 

AGENTS WANTED. 

Experienced ageuts wanted at every gathering 
of teachers for this invaluable work, Address 
for terms, E. L. KEL & CO. 
Educational Publishers, 21 Park Place, N. ¥. 


In addition to the normal schools, 
normal institutes for colored teach- 
ers are conducted in nearly all of the 
States. The appropriations from the 
Peabody fund for this purpose in 1880 
were $10,400. 


‘ 
- 
—_— 


Get away from school duties and 
school teaching for awhile. Have a 
vacation and a good time. Mix up 
with all sorts of folks, and see how 
they endure life. 

ARE ESSN NEE ae 

We need and ought to have such 
editorial help from all the papers in 
the State as shall set the public mind 
aflame on this matter of the educa- 
tion of the masses. 

Intelligent people read newspa- 
pers. 





<i 
— 


Children learn by seeing, and are 
taught by object lessons most effect- 
ively, because the perceptive faculties 
are most alive and alert in the young. 


<> 
EB 








If our friends, when they write to 
those who patronize our advertising 
columns so liberally, wili mention the 
fact that they saw the advertisement 
in the American Journal of Educa- 
tion, they will confer a favor all round. 























TEACHERS’ INSTITUTES. 


To all boards of education and State Superin- 
tendents who may desire efficient work done 
in Normal Institu es during the coming vacation 
we would recommend Profs. Turner of Rich 
mond, Mo., College, and J. G. Deupree of Mis- 
sissippt College, Canton, Miss. 

The e gentlemen have been associated together 
in that field of labor for several years. Their 
scholarship is unquestioned and their experience 
extensive. They haveacomplete outfit of Maps, 
Charts, Tellurians. Lunar‘ans,etc.,and are tully 
—— with the latest advances in educational 
science 


CAMP’S PRIMARY MAP. 
The Best Physical and Political 
Outline Maps Published. 


Encouraged by the favor with which the larger 
set of Camp’s New Outline Maps have been re- 
ceived, we have prepared a new and beautiful 
set of maps, which are especially designed for 
the use of schools which think they cannot afford 
to purchase the larger set. 


The Primary Set Consists of 








No. 1. The hemispheres, size about 30x50 inches 


No. 2. North America .... “re 25x30 

No. ¢. The United States.. os 30x50 sé 
No. 4. South America..... os 25x30 =‘ 
No. 6. Europe............+ ‘s.-. @GmaG 8S 
OE Bs fabs has sate os “ 25x30 = * 
tek. ees Ss tee *° 
No. 8. Oceanica........... * 25x30 «SS 


This set is as well engraved and as well made 
in every particular as the larger set; the num- 
bers :% identical, and the same key will accom- 
pany it. 


Prices of Camp’s Primary Maps, 
with Key. 


Backed with muslin, colored, bound in neat 
MI aos ch belly 1G Ge ess cee et ceeeee: $20 00 

Backed with muslin, colored, beund, yar- 
MAGTO, OM KOMI 256550 555s 00 0 0 tc ov docse 20 00 


The Common School Set of Apparatus 


Embraces in addition to the Desks and Seats, 

the Teacher’s Desk and Chair, Recitation Seat 

and Blackboards, a set of Camp’s ores Maps 
00 te 


and Key, costing from............ $20 $30.00 
Set Reading Charts.................. 3.00 to $5.00 
Set Cutter’s Physiological Charts. ...8.00 to 18 00 
Teacher’s Guide to Illustration.............. 1.00 
Terrestrial 8-inch Glebes .......... 8.00 to $'6.00 
Hemisphere 5-inch Globe. .................. 3 25 
Objeet Teaching Forms ..................... 3.25 
eR rE aero ra 1.50 
Cube Boot BIccKS. ...........cccceccecasceces 1,10 
Horse Shoe Magnet.......................... w” 


charts, and paratus of all kinds address w: 
stamp for ree, and write direct to 





3. B. MERWIN, 
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Bureau, St. Louis 
The Pennsylvania Educational Bureau 
Supplies teachers for schools and families with- 
outcharge. Well-qvalified teachers de-iring po- 
sitions should send postal tor application form 
and testimonials. Address 

i. B LANDIS, Manager, 
Mention this journal. Allentown City, Pa. 


PHILIP } Pearly White, the world’s favor- 
ite. Sampl- box 25c. Agents’ har- 
vest. J G. Philips & Co , Easton, Pa. 


EDUCATIONAL . 
Lertadelcbed EXCURSIONS 
Send { Yor Dewriptitn Cireclar = 


E. TOURJEE, Franklin Square, Boston. 











UTLINES OF MAP DRtAWING;with 
J Diagrams founded on parallels and merid- 
ians, and adapted to any text-book on Geogra- 
phy. By F. E Banos, Principal of Wooster 
School, New Haven,Ct Price, 25c single copy; 
$2 40 per doz., or $17 per hundred, prepaid. 
Address the author. ~ 


| For Complete 

Ie () at Course at 
Your Homes, in 

BOOK-KEEPING AND PENMANSHIP. 


Particulars for 3c stamp C. J. Brown, 
Randolph, N. Y. 





Penmanship Taught by Mail. 


A course of 10 Lessons, plain business hand, 
$1.50; a week is given you to practice on each 
lesson, then you send me specimen of your work 
which I will correct and return with next lesson. 
All my circulars and specimens of card “ork for 
10c. Stamps taken. rof. PERCY BLACKMAN, 
Sandy Hook, Conn. 








NFANT STAR SPEAKER, choicest pie- 

ces for little ppeokere at school exhibitions, 
25c. Illustrated Comic Speaker, 23. Exhibition 
Dialogues, 25. Impromptu Speaker, 25 La- 
dies’ Readings and Recitations, 25. How to 
Make-Up. 15. Popular Readings and Recita- 
tions, 15 different books, each 25. Of booksellers 
or by mail. JESSE HANEY & CO., 10 Spruce 
Street, N. Y. 





HE SECOND COMING OF CHRIST AT 

HAND .—We live in those days wherein the 
Lord will gather His Israel out of both Jew and 
Christian Churches, that their spirit, soul and 
body may be preserved blameless to receive the 
Lordat Hiscoming Rom. ix, 4; Isa. xi, 11,12; 
Rev. vii, 4; Rom viii, 29; Rev. xiv, 1; 1 Thess. 
7. 20, 21, 23; 1Cor. xv, 52, 53; Phil. iii, 21; Mark 
xiii, 20; Math. xxiv, 14; Rom. viii, 11, 22, 23; 
Rev. xxi, 1, 4, 5; John xiv, 16, 17,26. Further 
information can be obtained in two different 
books at 12c each Mention this paner. Address 
J. WIELE, 143 N. Sixth St., Brooklyn, N. Y. 


AUTHORS & PUBLISHERS 


Will consult their 75 Sew if they consult 
the 


CLAREMONT MANUFACTURING CU., 


CLAREMONT, N. H., 
Before they make Contracts for the 


Malking of Books. 
LADIES’ FANCY WORK. 


BOOK of Instruction and Patterns for Art- 

istic Needle Work, Kensington, Embroid- 
ery, directions for making numerous kinds of 
Crochet and Knitted Work, patterns for Hand 
Bag, Tidy, Mat, Oak-leaf Lace, Piano Cover, 
etc. Tells how to make South Kensington, Out- 
line, Persian, Tent, Star, Satin and Feather 
Stitches, etc. Price 36 cents. 

BOOK of 100 Cross Stitch Patterns for Wor- 

sted work, etc. Borders, Corners, Flow- 
ers, Birds, Animals Pansies, Stork, Deer, El- 
ephant, Comic Designs, 8 alphabets, etc. Price, 
25c; 4 tidy patterns, 10c. Special Offer—All for 
18 3c stamps. J. F. INGAuLLs, Lynn, Mass. 











Cards for the School chil- 


dren. 50 beautiful Chromo 
Cards, or 50 Scripture Text 
Cards for ‘0c. e have a 


Large Variety of these—also Birthday Cards of 
new designs very handsome, th plain and 
fringed. Samples of 5 differents es, 25 cents. 
CLINTON BROS. & CO., Clinto,, Le, Conn, 
New styles for 1883. old Bevel- 


paris ed Edge and Chromo Visiting 
Cards, finest quality, largest va- 
riety and lowest prices-50 chro- 


mo cards with your name, l0c. 1 0 Blank Cards 
to printers, 50c. Do not buy till you have seen 
our Premium List with terms to agents for visit- 
ing cards, only 6c. Special blank card list with 
discounts to printers and 1 doz. compiee 6c. We 
make our own bevel edge and publish our own 
chromos.. No eoaie sent free, don’t ask it 


We guarantee satisfaction or refund the money. 
Ciurton Bros. & Co., 
Name this paper. Clintonville, Conn. 


Barf StateOrqans 


The best is always the cheapest, In sell- 
ing we warrant for five years and guarantee 
satisfaction or no sale. Send for Cata- 
logues. J. L. PETERS, 307 North Fifth, 
St. Louis. Agency for the Chase Pianos. 


NEW ENCLAND 


CONSERVATORY OF MUSIC. 


MUSIC TAUGHT in all-its branches, by 
noted Professors in each department. 

FINE ARTS, Drawing Painting and Model- 
ling. WaActTEeR SmiTH, Principal. 

ENCLISH BRANCHES, 2 full course.— 
Experienced teachers. 

LANGUACES, German, French and Italian. 
Native Teachers. 


ELocuUTI Nand Dramatic Action. 8S. R. 
ELLEY, Principal. 


HOME AGCOMMODATIONS for 550 
lady students. 


UNPARALLELED FREE advantages in 
concerts, recitals, lectures, library, etc. 
DAY and EVENING Classes. Students 
may joinnow. Send tor Calendar free. 
E. TOURJEE, Franklin Square, Boston. 








L. C. HARMAN, 
Real Estate Agent. 





I will make no charge for advertising land put 
into my hands for sale, but the owners must 
furnish an abstract or chain of title, that I may 
know the title to. be straight befere I offer tor 
sale. I will not putland on my books unless I 
have control for a definite period. When writing 
concerning property advertised, give name of 
paper and column. 

Taxes paid, lan | redeemed, and Land Certifi- 
cates bought and sold, patents obtained, land 
surveyed and subdivided, and land inspected 
and quality and value reported to owne's. Cor- 
respondence solicited with Jand owners and par- 
ties desiring to invest in Texas land. 

: L @ HARMAN, 
General Land Agent, Bandera County, Texas. 


One Thousand Ways 
—OF— 
1,000 Teachers. 








This book has won its way into general favor 
by its originality of design and its practical 
character. The leading educators of the coun- 
try have contributed to its pages, and we feel 
safe in saying that nowhere else can so much 
valuable educational matter be found. Itcovers 
the entire field of school work, as bay be seen 
by the 

Table of Contents, 

ae ag I. Opening and Closing of Sehool; Chap. 
I. Reading; Chap. Il{. Arithmetic; Chap. 
IV. Writing; Chap. V. yon Chap. Vi 
Grammar; Cr ap. VII. Geography; Chap. 
VIL. History; Chap. IX. Discipline,School 
and Management; ae * X. Absence and 
Tardiness; Chap. XI eyings of Experi- 
enced Educators; Chap XII. Forms. 

Price rostpaid, $1 50. Send for cireulars of 
the above, and specimen copy of the 

PRACTICAL TEACHER. 

Address W. L. Klein & Co., 88 Metropolitan 

Block, Chicago. 





OVER 1.000.000. 
BOTTLES SOLD. 


A BOTTLE. IM. 


eniisne 2 ok 
—PITTSSURGH. PA, 


“LINDSEY S BLOOD SEARCHER” 
THE GREAT TONIC_AND LIFE PRESERVER.S 








Sold by all Druggists. 
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| pergety BETTER FACILITIES in the way 
.) 


Through Cars 
and elegant passenger «quipment than any of its 
competitors; 3,500 miles of road, passing over 
six great States, and reaching in the most direct 
manner all of the 
Great Business Centres of the WEST. 

Through sleeping cars from St Louis to Chi- 
cago, Kansas City, St. Joseph, Des Moines, 
Omaha, Toledo, Detroit, New York and Boston. 


w3rSend for the largest and best County Map 
of the Middle and Western States ever published. 
Mailed FREE toany address. 
For Tickets, Sleeping Car Berths, etc., call at 
GRAND UNION TICKET OFFICE. 
120 N. Fourth. cor. Pine, St. Louis. 
E. H. COFFIN, Ticket Agent. 


J.C. GAULT, H. C. TOWNSEND, 
Gen’ Manager. Gen’! Pass’r Agent. 





Illinois Central Railroad. 


TIME TABLE. 


Train No.8, Daily, 
Trainl, Daily with Through 
STATIONS except Sunday Faso | Car 











icago to New 
Orleans. 

Leave Chicago.... . 8.40 a. m. 8.30 p. m. 
Arrive Effingham .. 4.40 p.m. 3.55 a. m. 
Arrive Odin ........ 7.10 p. m. 6 45a. m. 
Arrive Centralia.... 7.35 p.m. 6.10 a. m. 
Leave Centralia..... 0.05 p. m. 6.15 a. m. 
Arrive Cairo........ 4.05 a. m. 10.50 a. m 
Arrive Martin...... 7.40 a. m. 1.25 p. m. 
Leave Martin....... lv.40 a.m, 10.15 p. m. 
Arrive Nashville.... 7.30 p.m. 10.00 a. m. 
Arrive Milan........ 9.10a. m. 2.45 p.m. 
Leave Milan........ 12.55 p. m. 3.30 a.m. 
Arrive Memphis.... 4.15 p. m. 8.1548. m. 
Arrive Jackson,Ten 10.40a. m. 4.00 p. m. 
Leave Jackson, Ten.10.458.M. =. see eeee 
Arrive Mobile, Ala. 1.50a.m. = .......... 
Arrive Gr. Junction!2.45 p. m. 6.00p. m. 
Leave Gr. Junction 6.22 p. m. 6.22 p. m. 
Arrive Memphis. .. 8.20 p. m. 8.20 p. m. 
Arrive Jackson, Mis 10.45 p.m. 3.21 a. m. 
Leave Jackson, Miss 5.40 a.m. 5.40 a. m. 
Arrive Vicksburg . 8.00a. m. 8.00 a.m. 
Arrive New Orleans 7.15 a.m. 11.00 a. m. 
NOTE—That Train No. 3 (with through New 
Orleans sleeper) leaving Chicago at 8;30 p. m. 
daily, arrives at New Orleans at 11:00 a.m. the 


second morning (88 hours). This is 8 hours 
quicker time than has ever been made from Chi- 
cago to New Orleans, and 8 hours quicker time 
than by any other route. 


NOTE—That Train No. 3 pean Chi at 
8:3) p. m., arrives ut Memphis via Grand Junc- 
tion and the Memphis & Charleston Railroad, at 
8:20 p. m. (23 hours and 50 minutes from Chica- 
go). Paasengers on this train have the advan‘: 

of through sleeper to Grand Junction, which 
reached at 6:00 p. m. 


NOTE—That passengers lea on Train No. 
1,make connection at Milan with Louisville & 
Nashville train, arriving at Memphis at 4:15p. 
m ; also at Grand Junction with M his & 


Charleston Railroad, arriving at Memphis at 
8:20 p. m. 


NOTE—The close connection with the Mobile 
& Ohio Railroad at Jackson,Tenn. ,and the quick 
time we are thus enabled to make. Mobile 
sengers can secure sleeping car 
for Train No. 1 at Du Quoin, at 12:15 a. m., and 
_~ - at Jackson, Tenn., direct for Mobile. 

pectfully, A. H. HANSON, 
General Passenger Agent. 
FHOS. DORWIN, General Northern Passenger 
Agent, Chicago. 


C. E, RUSSELL, Traveling Pass. Agt., Chicago. 
JOUN J. SPROULL, General Agt., New Yor 


Roserts Bros.”of Boston anounce 
in another column,'‘thatjthey are pre- 
paring a collection of books which 
they style the,““Classic{Series.” 
They are to be elegantly bound, 
printed with new type, and to be 
used as presents for pupils, and text 
books for school reading. To those 
familiar with the books published by 
Roberts Bros., no commendation will 
be needed ; they never put their im- 
print upon an inferior book asto mat 
ter or manner. 

Teachers will find their announce- 
ment on page 11, and we commend it 
to their careful attention. 


~<ti- 
<—- 





Tue fact is, that if we train the 
young people into habits of industry, 
punctuality and obedience to law, we 
shall do away toa great extent in a 
few years, with the necessity for 
these large expenditures for court 
houses and jails. 

It is cheaper to educate the people 
so they can take care of themselves 
and enrich the State, rather than to 
allow them to grow up in ignorance, 
so that the property of the thrifty 
and well-to-do shall not be taxed to 
support them as paupers or punish 
them as criminals. Education pays! 


_ — 
—_—- 


Tue “Vandalia Line,” aways alive 
to the wants of its patrons, will issue 
excursion tickets from all stations at 
the low rate of one fare for the round 
trip, to those attending the yearly 
meeting of the German Baptists 
(Dunkards) at Flora, Carroll County, 
Ind., on the Terre Haute & Logans- 
port Division of this line. 

Col. E. A. Ford, Gen. Pass. Agt., 
has issued instructions that every 
possible facility for a pleasant trip be 
afforded the excursionists. 


<i 
—_—- 


As well dispense with the military 
and naval schools at West Point and 
Annapolis, and rely on militia mus- 
ters and holiday regattas to make offi- 
cers for army and navy, as to dis- 
pense with Normal Schools and rely 
on what unskilled pedagogues may 
extemporize for training purposes. 


<i 
— 











The State spends millions annually 
for tuition; yet what does it signify 
if the children are absent? 

Nearly one hundred per cent. more 
good would be accomplished if all 
were compelled to attend regularly. 

The teachers of country schools do 
not get proper compensation for the 
services required of them, and it is 
very unjust to require them to labor 
harder for less wages than their breth- 
ren of the city. The pay in the city 
is not too much—in the country it is 
too little. 
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» Bureau, St. Louis. 
VIA DU QUOIN. 
Shortest and Quickest Route to 
NEW ORLEANS, MEMPHIS, 
MOBILE, VICKSBURG, 
And all Southern Cities. 


The only Southern Line running trains 
trom Union Depot, and the ONLY LINE 
running Pullman Sleepers through to New 
Orleans and Memphis without change. 


Ticket office, 104 N. Fourth Street, an 
Union Depot, St. Louis. 


E. H. COFFIN, GEO. W. PARKER, 
Ticket Agent. General Manager. 


Missouri Pacific. Ry. 


THE DIRECT ROUTE 


FOR ALL POINTS 1N 





























KANSAS, = 
COLORADO, Without Change and with Speed Unrivaled 
ee OO SHORTEST AND QUICKEST ROUTE 
® From 8t. Louis, Evansville and Henderson 
and TEXAS. > 


2 TRAINS DAILY 


xo°The Direct Route for all points ‘in"the 


EAST AND NORTH 


VIA ST. LOUIS. 


2 TRAINS DAILY. 


u3-Pullman Palace Hotel Cars are run be- connections are made at Guthrie and Nash- 
tween St. Louis and San Antonio, via Sedalia, | | Ville for all pointe 
daily. NORTH, EAST, SOUTH & WEST 
All trains arrive and depart from the Grand {pn Pullman Palace Cars. 
nion Depot at St. Louis, thereby assuring pas- Seeking homes on the 
ane eee ocnesiniiieien 7 SP EMIGRANTS line of this road will 
g :  8ai4 2 receive special low rates. 
Fast Time, Superior Accommodation || , See Agents of this Company for gates, serine 


&c.,or write. (C,P, ATMORE, G. P. & T. A 
A. TALMAGE, ¥F. CHANDLER, (6) "Louisville, Ky, 


SOUTHEAST & SOUTH 


THROUGH COACHES from above cities to 
Nashville and Chattanooga, making direct cen- 
nections with 
Fulliman Falace Cars 

For Atlanta, Savannah, Macon, Jacksonville, 
and poivts in Florida. 























Gen’] Manager. Gen’! Pass. Agt. . 
C. B. KINNAN, Ass’t Gen’! Pass. Agt. 
6 Sly 





SOMETHING NEV. 
THE MICRO STEROCRAPH. 


At One-Half the Price Ever Offered Before. 
This illustration represents an entirely new 











instrument which has 


already become immensely popular and is bound to have an extensive sale. 
No instrument has ever been offered at DOUBLE the price equal to it. The 
instrument is manufactured substantially, | rg@er than any other similar 


instrument. Cold Plated and gotten up in ARTISTIC STYLE with alense of 
as greata magnifying power as optical science can afford. It canbe used 
for the examination of Soe objects such as water and liquid matter of 
any kind; the scales on a butterfly’s wing, small bugs ora fiy’s leg, botanical 
objects, mineral dust and thousands of other wonderful things by mounting 
them ona gen aoe THIS IS NOTALL In addition wefurnish with each in 
strument 3 eautiful Stereo i the 
size of others farnishe with A amecropic Nieves four Seen 
of art costing THOUSANDS of DOLLARS Phutographs of noted persons, ACTORS, 
ACTRESsESs, Views of interesting and Historical Buildings and Natural Curios- 


ities from all parts of the world, and Microscopic Obje Cat shout 34 Slee of nctramens. 


cts concerning Natural History, View: 
Comic and Pathetic Pictures. Variety enough to suit all tastes. “carefully wee Omer Sapeguantion’ adh olden 
perfection. The ORICINAYL cost THOUSANDS of DOLLARS, but by this invention you have them ata costo 
& QUARTER ofac ENT each. Price of the Micro Sterograph Post-paid, with one set of 20 slides, 100 views 6O Cts 
~with 200 views 3S Cts.—300 views $1. * Agents 60 page Mammouth Illustrated Catalogue Free. 

E. NASON & CO., 120 Fulton Street, New York. Formerly 111 Nassau Street, New York. 


“BURLINGTON ROUTE" 


(Chicago, Burlington & Quincy Railroad.) 
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CGOINC EAST AND WEST. COING NORTH AND SOUTH. 
Trains 








menat Dee Parlor Cars, with Reclin | Solid of Elegant Day Coaches and Pull. 
Chairs (seats free), with Re-| man Palace Cars are run to and 
vol rs. ng Carsand|from St. Louis, Hannibal, , Keokuk, 
ithe famous C. B. & Q. Dining Cars run daily to and | Burlington, Cedar Rapids and to St 


ey Oe ee ee ae, Coe 
tween Chicago, Li ver. of cars between St. Louis Des 
between 1 lis & Council Bluffs via M Iowa, Lincoln, Nebraska, and Denver, 
All connections made in U It s 





nown as the great THROUGH CAR LINE. It 1s universally admitted to be the 


* Finest Equipped Railroad in the World for all Classes of Travel. 
. J. POTTER, 3d Vice-Pres’t and Gen’l Manager PERCEVAL LOWELL, Gen. Pass. Ag’t, Chicago. 














Cc. G. LEMMON Ticket Agent. 
112 North Fourth Fourth Street, St.Louis, Mo, 
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Glenn’s Sulphur Soap. 


The most et- 
fective exter- 






Beautifying the 
Complexion. 
CavTION: 
There are 
counterfeits! 


Ask for GLENN’s Sulphur Soap, and see that the 
name of C. N. CriTTENTON is on each ‘fiacket. 
Sold by , 25 cts.; three cakes 60 cts , 


Malled to Any Address 
on receipt of price and 5 cents extra per cake, by 
C.N. CRITTENTON, Propr., 
115 Fulton St., New York. 


«et {eS 





Patent Gothic School Des 


With Latest Improvements. 


\eowee 





2. boos . ~ ” 


After a thorough trial of more than fifteen 
»has been adopted and re- ed 
use by the Board of Education in St. 

Louis and other leading cities. 

‘Also Globes, Maps, Charts, Apparat- 

as, Blackboards, Erasers, Liquid Slat- 

np —cmerying for Schools. 
or Circulars and Specimen copy of the 
American Journa 


l of Education, 
Address, 


J. B. MERWIN, 


704 Chestnut St., ST. LOUIS, MO. 


CRADED MONTHLY 
Supplementary Reading! 


a 

Fresh every month. Adapted toany Readers. 
A new departure in teaching reading. By inge- 
nious devices it trains children to be wide awake 
when they read. Stimulating and helpful to 
teachers as well as to pupils. The leaves are 
very cheap and give the highest satisfaction. For 
10 cents we will send ten copies (single issue) of 
either paper for trial in a Ist, 2d, 3d or 4th Read- 
er class, as may be designated, or ramples of 
each grade. Save’ your postal cards Enclose 
10 cents and look for the papers by return mail. 

E. O. VAILE, Oak Park, Chicago, Ill. 


TheSchool Herald Extra. 


For September, i88i. 

Contains questions and answers on the History of the 
World for 1881-82; also an appendix, *‘ How to teach 
Current His ory;’’ *‘Essays in Current History,” 
with two examples from the narrative of the Egyptian 
War. Illustrated by four maps, representing the 
Grecian boundary, the scene of the recent Herzego- 
vinian War, the Lena deltaand the delta of the Nile. 

Upward of 20,000 of the first edition of this work 
were sold for use at the summer institutes. The second 
edition is enlarged and adapted more especially to 
school use, to introduce the important study of the 
History of To-day. As a brief record of the year, to 




















be kept for future reft e, it is in 

Prices Postpaid. 
Single copy........ $0 06 | socopies.......... $1 25 
25 Copies. .........- © 75 | 100Copies ........ 2 00 


Address, W. 1. CHASE, 
Scnoot Heratp Office, Chicago, Tl} 
1S_UNFAILING 


gAMARITAN AND INFALLIBLE 
Reve IN CURING 
} ae Fits, 





Spasms, Falling 

Sickness, Convul- 

sions, 8t. Vitus Dance, Alcoholism, 

Opium Eating, Seminal Weakness, Im- 

potency, Syphilis, Scrofula, and all 

Nervous and Blood Diseases. 
("To Clergymen, Lawyers, Lite M 

Merchants, Bankers, “yy and pal Fi ca 

seden’ employment causes Nervous Pros- 


tration, ties of the bl stomac! 
bowels or Kidneys, or who req revo 


tonic, appetizer or stimulant, Samaritan Nerv- 


E|GREA 
(NERVE) 
wznen. co canr>[ CONQUEROR, 


Seld by all Druggists. (18) 


housands 

it the most 
wonderful Invigor- 
ant that eversustain- 


ed a sinking system. 
$1.50 per bottle. 
























Since no system of schoels can be 
properly maintained without the edu- 
cation of teachers at the expense of 
the State, the establishment of a suf- 
ficient number of Normal schools and 
teachers’ institutes, under the control 
of State authority, is required. 





*,*‘Magnificent promises sometimes end 
in paltry performances.” A magnificent ex- 
ception to this is found in Kidney-wort which 
invariably performs even more cures than it 
promises. Here is a single instance: ‘“‘Moth- 
er has recovered,” wrote an Illinois girl to 
her Eastern relatives. ‘She took bitters for 
a long time but without any good. So when 
she heard of the virtues of Kidney-wort she 
got a box and it has completely cured her 
liver complaint.”’ 





The State should levy and collect 
a tax upon the property of its citizens, 
and the proceeds of this tax should 
be equally distributed among the 
children of the State. 





The teacher who keeps thoroughly 
well informed on all matters pertain- 
ing to the profession, wins the suc- 
cess which awaits the wide awake and 
well informed members of any other 
profession. Reading makes a ready 
teacher, and an intelligent, apprecia- 
tive people as well. 


Flies and Bugs. 
Flies, roaches, ants, bed-bugs, rats, mice, 
gophers, chipmunks cleared out by Rough 
on Rats. 165c. 


(e"The Chicago, Burlington & Quincy 
Railroad Company have just issued an illus- 
trated treatise,““The Heart of the Continent,” 
which our teachers will do well to send for. 
They will find a world of valuable informa- 
tion in it, with which to reinforce in a pac- 
tical way the lessons in geography. The 
book describes the wonderful growth of the 
Six Great States. It is beautifully printed, 
and numerous engravings of high merit 
adorn its pages. Any one sending their name 
and address with two three-cent postage 
stamps will receive a cory by return mail,by 
applying to Perceval Lowell, General Passen- 
ger Agent, Chicago, Ill. 











Only one letter in 13,000 is lost. 
There are about 50,000 postoffices in 
the United States where letters can 
be registered, only 6,000 of which 
are money order offices. 





Colden’s Liquid Beef Tonic 
is admirably adapted for females in deli- 
cate health. Colden’s; no other. Of drug- 
gists. 


THE Ohio & Mississippi Road hascome out 
of the Ohio and Indiana floods with a record 
that has not been surpassed. During all the 
time, Mr. Peabody , the General Superinten- 
dent, was always on the alert, in the front 
with his men, and through his personal ex- 
ertions sent his express trains out regularly. 
Notwithstanding part of the track was flood- 
ed, connection was made by river transpor- 
tation and passengers were sent through to 
their destination. The Superintendent is 
one of the most popular railroad officers in 
the West, and is a favorite with all employ- 
ees of the company. 








Wells’ “Rough on Corns.” 
Ask for Wells’Rough on Corns. 15c. Quick, 
complete, permanent cure. Corns, warts, 
bunions. . 





(<2 Make your old things appear like new 
by using the Diamond Dyes, and you will be 
happy. Any of the fashionable colors for 10c. 





$196 STUDENT’S PIANO. $796 





Having been frequently solicited to manufac- 
ture a piano as strong in structure and as sweet 
in tone as our higher priced American Piano, 
we have prepered to meet that demand with a 
71-3 octave piano, plain case, heavy bottom 
moulding, strong frame, overstrung bass, carv- 
legs and lyre, etc , fully warranted for 6 years. 

en two are taken, $380. Send money by ex- 
press, postal order or rere letter to 
DICKINSON & CO., 
19 West llth street, New York. 

x $Beautiful parlor, chapel and Swiss Bell 

chime Organs from $55 up. 


cme Songs 


For Schools and Families 


Words and music. 64 pages. 90 choice 
Songs. 





Hon. A. B. Smiru, President 27 years of the 
Board of Education of Poughkeepsie, New York, 
writes: 

**Your book delights me. Ought to be and to 
be called, ‘Music for Millions.’ ” 


N. Y. ScHOOL JOURNAL says: 

**Full of solid songs of superior merit—just 
such gems as are needed for hourly use in the 
school-room, and at all hours. Contains more 
songs of value than most fifty cent collections.’? 


Price ten cents (mailed); $1 per dozen. 
J.C. 0. REDINGTON, 
317 Broadway, N. Y. 


AYER’S 
Sarsaparilla 


cures Rheumatism, Neuralgia, Rheumatic 
Gout, General Debility, Catarrh, and all 
disorders caused by a thin and impoverished, 
or corrupted, condition of the blood; expelling 
the blood-poisons from the system, enriching 
and renewing the blood, and restoring its vital- 
izing power. 

During a long period of unparalleled useful- 
ness, AYER’S SARSAPARILLA has proven its 
perfect adaptation to the cure of all diseases 
originating in poor blood and a weakened vitality. 
It is a highly concentrated extract of Sarsa- 
parilla and other blood-purifying roots, 
combined with Iodide of Potassium and 
Iron, and is the safest, most reliable, and most 
economical blood-purifier and blood-food that 
ean be used. 





Inflammatory Rheumatism Cured. 

“ AYER’S SARSAPARILLA has cured me of the 
Inflammatory Rheumatism, with which I have 
suffered for many years. W. H. Moore.” 

Durham, la., March 2, 1882. 


“ Eight years ago I had an attack of Rheuma- 
tism so severe that I could not move from the bed, 
or dress, without help. I tried several remedies 
without much if any relief, until 1 took AYER’s 
SARSAPARILLA, by the use of two bottles of 
which I was completely cured. Ihave not been 
troubled with the Rheumatism since. Have sold 
large quantities of your SARSAPARILLA, and it 
still retains its wonderful popularity. The many 
notable cures it has effected in this vicinity con- 
vince me that it is the best blood medicine ever 
etfered to the public. E. F. HAgkIs.” 

River St., Buckland, Mass., May 13, 1882. 


“ T.ast March I was so weak from general de- 
bility that I could not walk without help. Fol- 
lowing the advice of a friend, I commenced takin 
AYER’sS SARSAPARILLA, and before 1 had us 
three bottles I felt as well as I ever did in my life. 
I have been at work now for two months, and 
think your SARSAPARILLA the greatest blood 
medicine in the world. JAMES MAYNARD,” 

520 West 42d St., New York, July 19, 1882. 


AYER’S SARSAPARILLA cures Scrofula and 
all Scrofalous Complaints, Erysipelas, Ec- 
zema, Ringworm, Blotches, Sores, Boils, 
Tumors, and Eruptions of the Skin. It clears 
the blood of all impurities, aids digestion, stimu- 
lates the action of the bowels, and thus restores 
vitality and strengthens the whole system. 


PREPARED BY 


Dr. J. C. Ayer & Co., Lowell, Mass. 
Sold by all Druggists; price $1, six bottles, $5. 





be found on 
THIS PAPER #. =". 
ROWELL & Co's 


spaper Advertising Bureau (10 Spru 


ice 
boat ap er 
tising contracts may EW YORK, 
tuingcontractsmay IEW si a% 


FOREIGN 


STAMP COLLECTORS 
ATTENTION! 


Send 28 cents for packet No. 5, asa trial order. 


It contains 30 varieties, including Brazil, Cape 
of Good Hope, Ceylon, Austria, Turkey, Spain, 


etc. Address 
E. C. ASHFORD, 
St. Louis, Mo. 








FOR SALE BY 


School Furnishing Co’s, Jewelers 
And by the Manufactures, 
NEW HAVEN CLOCK CO., 
31 Washingten Street, Chicago. 





Our School Aids 


Are the best and cheapest system known tor con- 
ducting schools in good quiet order. Each set 
contains 150 pretty chromo credit cards, 50 beau- 
t'ful chromo merit cards, and 12 extra fine large 
chromo book-mark Excelsior cards, being large, 
preity flowers. scripture mottoes, etc Price, 
per set, $1. School Reward Cards, Ne. 1, pretty 
flowers and mottoes (price per doz) 5c; No. 2, 

retty flowers, birds, mottoes, & , 6c; No. 8, 
andscape designs, animals, lillies &c., 8c; No. 
4, pretty roses, flowers birds &, 8c: No. 5, fine 
flowers in full bloom, 10¢; No. 6 blooming roses 
&c, on fine gold card, 12c; No 7, lovely hand 
bouquet designs of beautiful flowers, lic; No. 8, 
(large sizes) fine varlety of large blooming flow- 
ers, 20c; No.9, pretty, full-blooming moss roses 
and fine flowers on gold card, 25c; No. 11, beau- 
tiful designs of fine flowers on splendid tinted 
card, very pretty, Svc; No. 12, lovely collection 
of pretty flowers ina basket, on fine tinted card, 
hte; pretty scripture book marks bearing !arge 
flowers and scripture mottoes, suitable for pu- 
pils of any age or sex, 50c; map cards, bearing 
correct map of the U ited States, 40c; excelsior 
chromo book mark cards, 50c; chromo merit 
cards, 20c; chromo credit cards, 8c. Samples of 
all our cards, 12c; all post-paid by mail. Stamps 
taken. Please send us a trial order. Phoenix 
Publishing Co., Warren, Pa. 





The Remington Type Writer, 





Machine that Takes the Place of the Pen 
Writing three to four times as fast as the aver- 
age penman it quickens the brain and aids the 
process of composition. Any one can u-e it at 


si. ht. 
DR. WM. T. HARRIS, 


Supt. Pub. Schools, says: ‘‘seventy words a 
minute by its use are written +s easily as thirty 
with the pen 1 am of the opinio~ that the mz- 
chine is destined to come iuto gereral use in 
every office. Itis invaluxble to scuool superin- 
tendents. I would not be without one for u any 
trmes its cost.’’ 


Wyckorr. SkAMANS & BeNxEDICcT, Sole Agts., 


205 N. Third Street. St. Louis. 
$83 Madison Street, Chicago. 








Illustrated descriptive circulars furnished by » 
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WHAT EMINENT MEN SAY 
OF THIS GREAT WORK. 


—_— 





I have examined Tux PropiE’s CYCLOPEDIA, 
and find that it answers what I believe to be the 
want of a work of that class. 

B. F. BUTLER, Gov. of Massachusetts. 





It covers the field of knowledge effectively ,and 
gives just that information that all want. In 
short, it is just the book for reading, thinking 
American citizens. 

HENRY WARD BEECHER. 











Unrivaled Success 


—or— 


THE GREATEST BOOKOF THE AGE 


45TH THOUSAND ISSUED 


MAY ist, (883. 


—o—- 








WHAT THE PRESS SAYS, OF 
THE PEOPLE'S CYCLOPEDIA. 


We cordially welcome this new Cyclopedia, 
because itis based on correct principles. “The 
Cyclopedias hitherto published consist of Many 
volumes, and are cumbersome for popular ure. 
Tne Prorixe’s CycLorepia is the cheapest that 


is now a in a form that is at-al! accepta- 
ble —New York School Journal. 3 








Take them all inall, it is no exaggeration to say 
that thesg volumes contain more knowledge than 


any ten other volumes that can be named and 
they amply prove their claim to supply a place 
that was not filled before —N.Y. Daily Graphic. 








The People’s Cyclopedia 


or UNIVERSAL KNOWLEDGE 





It has brought down the history of the whole 
world’s life literally to the present year. To 
men in any vocation itis,in my judgment, worth 
more thanitcosts. F.D HUNTINGTON,D.D., 
Protestant Episcopal Bishop of Cent.New York. 





Its maps are very full, and embrace the most 
recent discoveries; and its illustrations are all 
well executed. The character of the men who 
edit it gives reliance to its statements. 

JOHN M. BLOSS, 
State Supt. Public Instruction, Ind. 





Before examining THz PEoPLE’s CYCLOPEDIA, 
I ceuld not conceive how so good a work could 
bemade. 1 cannot now imagine how a better one 
can be made. 8. W. MASON, LL.D., 
Supervisor Public Schools, Boston, Mass. 





The People’s Cyclopedia of Universal Knowl- 
edge is amost valuable work. I know of noth- 
ing of the kind equal to it. It ought to be in 
every family. THOS. BOWMAN, 

Bishop M. E. Church. 





Itis not old, foreign or expensive, but com- 
pact, handsome, bandy, new and suited toevery 
American house andhome We heartily recom- 
mend ittoall. C.N.SIMS,D.D.,Chancellor, 

And all the Faculty of Syracuse University. 





Having purchased and placed Tuk PROPLE’s 
CycLorepia in our township schools, and thus 
tested its value for illustration and as a book of 
reference, and finding it of interest to both pri- 
mary and advanced pupils, we heartily recom- 
mend the same as being all we expected in utility 


and convenience. M. W. MARSHALL, 
J. L. CUMMINGS, 
M G. Hixon, 
LEon BoaTMAN, 
Trustees Pub. Schools, Parke County, Ind. 
« 





‘*] have given THe PEOPLE’s CYCLOPEDIA a 
thorough examination: I have long been anxious 
to find a satisfactory work of the kind, for use 
in the public schools. The moreI have exam- 
ined this work, the more I have been delighted 
with its remarkable merits. It fulfills every 
promise of the preface. 1! should thus sumarize 
its chief merits:— 

Ist. Its literary execution is very superior; 
prepared by eminent scholars who are practical 
writers; its statements are accurate, while its 
style is pure, vigorous and lucid. 

2d. Its condensation of material has been ef- 
fected with masterly discrimination. Most Cy- 
clopedias of limited size present mere skeletons 
of knowledge, without flesh or blood. The top- 
ics of Tur Prorie’s CYCLOPEDIA present all the 
facts which, in a popular sense, it is important 
for us to know. 

8d. Its mechanical execution is in the highest 
style of art in every respect. lts numerous maps 
and illustrations are both beautiful and suitable. 

4th. The appendixes contain a world of valua- 
ble information in asmallcompass. They alone 
are worth the price of the book. I shall improve 
the opportunity to subscribe tor myself, and feel 
sure that I have found the right Cyclopedia for 
use in the sehools.’’ H. F.HARRINGTON, 

Supt. of Public Schools, New Bedford, Mass. 





The above are but extracts from 
hundreds of Testimonials furnished 
the Publishers to the high excellence 
of THE PEOPLE’S CYCLOPEDIA. 


Is the result of many years of preparation, and embodies the work 
of over Four Hunprep of the ablest scholars of 
this country and Europe. 


—o00-— 


IT IS THE LATEST, 
CHEAPEST, AND MOST COMPLETE 
CYCLOPEDIA PUBLISHED. 
It contains 88,000 Topics, 
5,000 Illustrations, 
180 Maps and Diagrams. 


The Most Popular Cyclopedia 


For the HOME, the LIBRARY, the SCHOOL, 
the COUNTINC-ROOM. 


THEaE APPwENDI=TZ Es, 


Covering some 250 pages,so extensive and important that 
many consider them worth the price of the entire work. 


THaHE MAPS, 


Numbering some 130, were made expressly for this work, and are 
brought right down to date. We give youa Map of every Continent, 
Empire, Kingdom, Republic, State and Territory, on Earth. 

We have-just completed a series of 


SPECIAL. entirely new Maps, brought down to 


date of each State and Territory, engraved in the highest style of art, and 
upon the back of each Map we give the population of each County, white 
and colored, native and foreign; also, the voting population according to 
final revision of 1882. 


AS A GENERAL CYCLOPEDIA 


The Most Comprehensive in Scope, 
The Most Thorough in Scholarship, 
Most Systematic in Arrangement, The Most Convenient for Use, 
Most Practical in Information, The Most Recent in Publication, 


THE CHEAPEST IN PRICE. 


—0— )» —- 


THE RANGE OF TOPICS TREATED Extends to all that 


is both useful and needtul in the large circle of general information,— 
History, Biography, Mechanism, Invention, Commerce, Agriculture, 
Manufactures, Philosophy, Theology, Science, Art and Travel. It is a 
well-appointed and completely-stored warehouse of facts; of things 
which men and women who wish to be well informed in general knowledge 
and current events should know, or have the means at hand to investigate. 


SOLD ONLY BY SUBSCRIPTION. 


(er For Terms to Agents, Specimen Pages, (which will be sent to any 
address), or other information in regard to this great work, address 


JONES BROTHERS & CO., 702 Olive Street, St. Louis, 


The Most Complete in Topics, 
Most Attractive in Appearance, 





More than 1,000 sets have been sold te School Boards in the West. 





We have seldom seen on our tablea work more 
welcome than this exhaustive, yet very compact 
Cyclopedia.—N. E. Journal of Education, — 





Every important subject. is treated elearly, 
concisely, and briefly All the facts worth know- 
ing are plainly and compactly given.—Chicago 
Tribune. 


= 





An original and valuable feature is an exten- 
sive series of appendixes, occupying some 250 
pages. Judging from the topics enumerated as 
covered by these appendixes, we should say 
they would make a respectable Cyclopedia in 
themselves .—Boston Journal. 





It is certainly a valuable work. It is just what 
the name indicates,—a Cyclopedia for the peo- 
ple.—Indiana School Journal. 





The whole field of knowledge is bronght in 
epitome in the compass of two volumes, nor 
does this condensation preclude all necessary 
fullness for the use of the average reader.—St. 
Louis Globe- Democrat. 





Here is a work that fully meets the lack of a 
plethoric pocket-book, and which can be bought 
by everyone. Itshould find its way into many 
homes, where it will never be otherwise than a 
welcome inmate —Brooklyn Times. 





We were delighted when there was brought to 
our sanctum such a concise yet comprehensive 
work as THE PEOPLE’s CYCLOPEDIA, and which 
it does not take a small fortune to purchase.— 
Daily Saratogan. 





Itisadelight to turn to its pages for the re- 
freshment of knowledge —Sa’urday Review, In- 
dianapolis. 





For the desk, for immediate reference, and for 
the family book shelves, it affords just the com- 
prehensive and portable work; the need of which 
is so generally felt.—Zion’s Herald, Boston, 





It has been adopted by many educational in- 
stitutions as a text-book, upon the strength of 
its merits.—Philad«lphia Methodist. 





There is not a subject, ancient or modern, or 
any branch of science, that the work does not 
treat upon,—30 editors were employed-upon it, 
and 400 special contributors.—New Haven Reg- 
ister. 





The excellence of the work cannot fail to make 
friends for it wherever it is introduced .—Con- 
necticut Farmer. 





Itis a Cyclopedia that every family shoul: 
have, and every teacher and pupil will find an 
indispensable sine qua non to his library. The 
whole work is a monument of industry and crit- 
ical scholarship.—Boston Post. 











The trifling sum of FIVE 
CENTS a Day for a Single 
Year will provide an amount 


sufficient to purchase the 
entire work. 























oi M 


Web 


LAD. 


mos' 
& CO} 
wan 


tion 





